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PREFACE 


Since the beginning of the "surplus era’ a real need has existed for a 
publication devoted entirely to the conversion information necessary to 
permit practical use of surplus equipment. The amateur radio operator 
has had especial need for sucha publication. The authors have endeavored 
to fulfil that need in the following pages by compiling the necessary in- 
structions and diagrams for the practical conversion of a number of the 
most popular items of surplus equipment. 

Theory of circuit operation has not been included in this manual so 
that conversion data on the largest number of equipments could be in- — 
cluded. It has been assumed that those persons interested in a manual of 
this nature are generally familiar with the operation of electronic equip- 
ment, It should be noted that the operation ofany radio transmitting equip- 
ment, including that described herein, requires the issuance of both an 
operator's license and a station license by the Federal Communications 


Commission. 


The authors regret that time does not permit them to engage in 
individual correspondence regarding these or other surplus items, 
and the publisher has been requested not to forward letters. 


We have no information on surplus items other than those in 
these several Manuals; see page 125. 
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SCR-211 FREQUENCY METER SET 
(BC-221) 


The SCR-211 Frequency Meter Set consists of several minor compo- 
nents and the major component, the BC-221 Frequency meter. It is de- 
signed to radiate or measure radio frequencies between 125 kc. and 20,000 
kc. This frequency measuring device is a precision instrument and is 
capable of making frequency measurements to a high degree of accuracy. 

It should be noted that no conversion of this unit is required for nor- 
mal use unless it is desired to use an a-c power Supply in the place of the 
required batteries. If the a-c power supply is desired, reference is made 
to fig. 3 which is self-explanatory. ; 

Since this articleis of a descriptive nature, pertaining to the operation 
and use of the BC-221, the discussion will be made under the following 
sections: : 


(a) General Description 
(b) Principles of Operation 
(c) General Use of the Instrument 


(a) General Description 


There are many models of the SCR-211 Frequency Meter Set, which 
include the SCR-211-A, B, C, D, E, F, J, K, L, M, N, O, P, Q, R, T, AA, 
AC, AE, AF, AG, AH, AJ, AK, and AL. 

Even though many of the models are quite Similar, there are numerous 
minor changes, These changes are too numerous to mention in the scope 
of this article; however the discussion covers the general operation and 
characteristics which pertain to all models. 

All models of the SCR-211 consist of the following components: 


1 ea. Calibration Book, MC-177 

1 ea. Crystal Unit, DC-9 

Set of vacuum tubes, installed 

Set of batteries, 6 ea. BA-2 ("B" Batteries) 
4 ea. BA-23 ("A" Batteries) 

Headset and Cord (applicable type) 


There are two types of cases that enclose the BC-221, the wooden type 
and the aluminum alloy type. The dimensions of the aluminum case are 
12-1/2" high, 10" wide, and 9-1/4" deep; the wooden case is slightly larger. 

The self-contained battery compartment is designed to hold 6 BA-2 
batteries (22-1/2 volts each) and 4 BA-23 batteries (1-1/2 volts each). 
This gives the required "B" supply voltage of 135 volts and 6 volts for the 
"A" supply. (Note: minimum voltages for satisfactory operation are 5.4 
volts and 121.5 volts for the "A" and '"B" supply respectively.) | 

Six different control panel designs appear in the BC-221's varying 
with the different models and the different manufacturers. This variation 
is not important since the control labeling and the included unit instruc- 
tions make the operation self-explanatory. 
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Each BC-221 unit contains an individually calibrated book, MC-177, 
permanently attached to the front panel cover. 


(b) Principles of Operation 


The BC-221 is a heterodyne type of frequency meter employing a 1000 
ke, crystal oscillator which furnishes 1000 kc. check points for the vari- 
able frequency oscillator. Manual tuning of the variable frequency oscil- 
lator is brought out on the control panel with its associated dials. 

Two calibration ranges are provided, the 125-250 kc. range and the 
2000-4000 kc, range. By use of the 2nd, 4th, and 8th harmonics, the low 
frequency range covers 250 to 2000 kc. By use of the 2nd, 4th, and 5th 
harmonics, the high frequency range covers 4000 to 20,000 kc. 


C) ANTENNA 


DETECTOR 
CONVERTER 


1000 KC. | 
XTAL OSC. 


With reference to the block diagram of the BC-221, the output of the 
v.f.0. is heterodyned with the incoming signal from the antenna. After 
detection the beat frequency is amplified by the audio amplifier and its 
output connected to headphones. 

When the beat frequency reaches the audible range it is heard in the 
headphones and the final tuning adjustment is made with the v.f.o. to pro- 
duce a "zero-beat". This indicates the incoming frequency and the dial 
reading is taken. 

The above description of operation refers to an incoming Signal such 
as Checking a transmitter. Since the BC-221 also radiates its v.f.o. sig- 
nal, receiver calibration and checks are made similarly by the "zero-beat" 
method as heard in the receiver output. 

From the following factors: mechanical shocks, locking action of 
dial, warming up, change of load at antenna, 10 per cent change in battery 
voltage, error in calibration, and error in crystal frequency, the maximum 
error Should not exceed .034 per cent at 4000 kc. Normally the errors 
tend to cancel each other so that the normal error should not exceed .02 
per cent. 


2G 


(c) General Use of the Instrument 


Reading the frequency meter dial consists of three individual steps. 
The first two digits are read on the hundreds dial (drum dial). From the 
large circular dial, labeled "units", the second two digits are read. The 
vernier scale (located on circular dial) provides the fractional digit in the 
conventional manner. Thus the following example reading can be obtained: 
45 87.5. This dial reading is then checked in the calibration book to 
obtain the frequency of the signal being measured, 

For transmitter frequency measurements, a 2-foot piece of rigid 
copper wire is adequate for the frequency meter antenna. The antenna 
Should be only in reasonable proximity to the transmitter output. Care 
Should be exercised to avoid allowing excess r-f to enter the frequency 
meter which can cause permanent damage. 

In making frequency checks or dial calibrations with a receiver, the 
frequency meter antenna lead should be only loosely coupled to the're- 
ceiver input. This can be close proximity or the wrapping of the respec- 
tive leads, ' ! 

At no time should the frequency meter be directly connected for fre- 
quency measurement purposes. 

In all models of the BC-221, high impedance headphones should be 
used for optimum performance. The earlier models Specified the P-18 
and the P-20 headphones while the later models specified the HS-30, 

A point worthy of mention is that in certain measurements where 
visual observation of the "zero-beat" is desired, an output meter with an 
appropriate impedance matching device can be used in place of the head- 
phones. 
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REGULATED POWER SUPPLY FOR THE BC-221 


Figure 3 shows an easily constructed voltage-regulated power supply 
for operation of the BC-221 frequency meter. The series resistor R 
Should be adjusted, with the BC-221 serving as a load for the power sup- 
ply, until the current from the cathode terminal of the VR-150 to ground is 
approximately 15 ma. 


40 MA. PWR. XFMR. 


TO CONNECTIONS OF ° 
BATTERY PLUG 


| 


115 V.A.C. 


The existing "OFF, CRYSTAL, OPERATE, CHECK" switch is removed 
from the "A" (+) battery circuit. The positive "A" heater lead from the 
power plug is connected directly to the ungrounded side of the filament 
buss, 

In earlier models of the BC-221 such as the BC-221C, fig. 1, the 
cathode of the amplifier tube may be connected directly to the filament 
which provided its bias. In such cases it is necessary to break this con- 
nection and run the cathode to ground through a proper value cathode re- 
sistor. If this is not done excessive hum will result in the frequency 
meter output. 

On certain models such as the BC-221Q, fig. 2, the "B" (+) lead may 
be left intact with the original switch. This arrangement in conjunction 
with the power 'OFF-ON' switch permits warm-up of the unit without 
Signal radiation. | 

The switch for the new power supply (Sw) may be located on the fre- 
quency meter cabinet or chassis as desired, 


= Thee 


Frequency Meter BC-221-(@&), in metal cabinet. 


Frequency Meter BC-221-(&), in wooden cabinet. 
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CONVERTING THE BC-342 RECEIVER 


Though the BC-342 Signal Corps short-wave receiver has not appeared 
in quantity on the surplus market, the BC-312 has been widely available. 
Either is considered an ideal piece of equipment that can be readily modi- 
fied and used very nicely as a communications receiver. Either can be 
made to perform comparably with receivers that sell on the current 
market for three and four times the price. 

The BC-342 is designed to operate on 115 volts ac, 50 or 60 cycles. 
The direct current version of the BC-342 is the BC-312 (12 volts, dc). 
Since the major part of the BC-312's conversion is identical to that of the 
BC-342, only a small part will be devoted to it under a Separate title with 
general reference directed to this article. 

Among the most recent models of the BC-342 and BC-312 appearing 
on the market are the "M" and '"N'" models. Since the later models are not 
greatly different from the earlier models, the converting procedure can 
apply to all of them without regard to the slight variations. The most ap- 
parent variation is the omission of the Crystal Filter on the later models 
of the BC-312. 

As is immediately apparent, these Signal Corps receivers were built 
for service rather than for beauty. Even though it is not as pretty as the 
modern communications receiver, the ham can be reasonably assured that 
this receiver is one of the most rugged, both mechanically and electrically, 
that has ever been built. It has relatively high sensitivity and good stabil- 
ity. Its frequency range is 1500 to 18000 kc. thereby not covering the 
broadcast band or the 10-meter band. Converters for the high-frequency 
bands work nicely with this receiver, since direct coaxial coupling to the 
antenna input is provided on the front panel of the receiver. 

: The BC-342 has the following tube line-up with the respective func- 
tions: 


2 ea 6K7 (VT-86) Ist & 2nd RF amplifiers 
6C5 (VT-65) RF oscillator 
6L7 (VT-87) 1st Detector 

2 ea 6K7 (VT-86) Ist & 2nd IF amplifiers 
6R7 (VT-88) 2nd Detector, AVC, 1st Audio amp. 
6C5 (VT-65) CW Oscillator 
6F6 (VT-66) Audio output amplifier 
5W4(VT-97) Rectifier 


The r.f. oscillator stage has been well stabilized, making the drift and 
dial calibration quite accurate. The frequency coverage of the receiver is 
accomplished in six bands, with directly calibrated, fast and slow vernier 
knobs. Since the military requirements were not those generally required 
for ham use, the following modifications and refinements will be covered: 


(a) Modification for the RF Stages 


(b) Modifying the Crystal Filter 
(c) Backlash Improvement in the Tuning Mechanism 
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(d) Reducing the Audio Hum Level 

(e) Connection for the "send-receive" Switch 
(f{) Improvement for the Audio Section 

(g) Additional Circuit Refinements 

(h) Optional Refinements and Suggestions 


(a) Modification for the R.F. Stages 


Since the r-f stages are operated with a higher than rated grid bias 
and lower than rated screen voltage, the receivers have a noticably lower 
Signal to noise ratio than is expected in good communication receivers. 
Increasing the gain of the r-f stages materially improves this condition. 

The existing cathode resistors of the Istand 2nd r-f stages, Rj and R7, 
are 500 ohms. These should be reduced to 250 ohms. The screen re- 
sistors, R3 in the lst r-f stage and Rg in the 2nd r-f stage, should be re- 
duced from the original value of 40,000 ohms to 20,000 ohms. These 
changes give a grid bias of about -3 volts relative to the cathode and a 
screen voltage of approximately 130 volts. Another recommended feature 
is the removal of the 1st r-f stage from the manual r-f gain control per- 
mitting this stage to operate at maximum gain when using the MVC. This 
change provides optimum signal-to-noise ratio when the manually con- 
trolled gain is reduced to the desired listening level. 

To make the above alterations it is necessary to remove the shield 

plate at the rear of the chassis behind the mixer and the r-f amplifier 
tubes. The screen resistors are located underneath the plate on the 
mounting strip and are identified from the schematic diagram as Rg and 
Rg. An easy way of making the change is to shunt the existing 40,000-ohm 
resistors with similar and equal resistors thus giving a value of 20,000 
ohms. 
The existing cathode resistors are located at the sockets of the tubes 
requiring the removal of the tube mounting plate. Substitute 250-ohm, 
1/2-watt resistor for Ry, soldered between the cathode pin and pin No. 1 
(ground). R7 is replaced with a 250-ohm resistor between the same points 
as the original resistor. 

The increase in gain from the above changes should show a definite 
peak noise by tuning the trimmer on the lst r-f stage with the antenna dis- 
connected. 


(b) Modifying the Crystal Filter 


The crystal filter, which is electrically located just before the 1st i-f 
stage, is a crystal tuned bridge circuit intended to give greatly increased 
Selectivity. Since the military version seriously reduces the signal level, 
its operation is not considered up to the requirements to warrant its use; 
however, the following modification will give radical improvement. 

As itis, switching the filter in and out changes the shunting capaci- 
tance across the secondary of the i-f transformer to such an extent that 
the stage is considerably detuned, thus reducing the sensitivity. To avoid 
this radical change in capacitance at the switching point, which is done bya 
Switch on the capacitor shaft, the switching point should be changed me- 
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chanically to close when the phasing capacitor is at minimum capacitance. 

The best method of doing this is to force the switch blade around 180 
degrees on its collar. Since all switches are not conducive to this treat- 
ment without breaking it may be necessary to solder the blade to the collar 
in its new position. After this change is made and functioning properly it 
is necessary to readjust the alignment of the i-f transformer secondary in 
which the crystal filter operates. This adjustment is made at the top of 
the first detector transformer. It is preferable to align it on noise with 
the crystal switch out. Now the signal strength should be the same with 
the filter out, or peaked on the noise when it is in. The crystal selectivi- 
ty is not too great but considered good for ordinary operation. 

A refinement frequently made to make the crystal filter tuning less 
critical, is to reduce the capacitance of the variable phasing capacitor. 
This is done by removing (breaking) approximately half of the stator plates 
from the capacitor. Since it is not necessary to remove the filter assem- 
bly for this operation, it is an easy refinement to add. 


(c) Backlash Improvement in the Tuning Mechanism 


Generally backlash is not considered as being too bad in these re- 
ceivers. However, it is always the general desire to minimize this condi- 
tion. The largest part of the backlash occurs between the worm gear and 
its mating gear on the capacitor shaft. To tighten the mesh of these two 
gears iS a major operation generally not recommended since it requires 
considerable dismantling of the mechanical tuning assembly. However, in 
most cases improvement can be obtained by reducing the amount of end 
play on the worm-gear shaft. This is done by increasing the spring ten- 
sion on the worm. To do this, loosen the collar, pressing it lightly against 
the spring, and retighten it in its new position. 


(d) Reducing the Audio Hum Level 


Frequently a relatively high hum level is present in these receivers. 
It is generally dueto insufficient power supply filtering and use of the out- 
put stage for headphone reception. 

If insufficient filtering in the power supply is apparent, it is recom- 
mended that midget 8 mfd. filter capacitors be shunted across the existing 
filter capacitors C89 and C90 in the power supply section. 

Modification of the audio section as discussed under section (f) of this 
article will give definite improvement in the hum level for headphone re- 
ception. 


(e) Connection for the "send-receive" Switch 


The "send-receive" switch does not operate the receiver since it is 
connected into the external plug on the front of the receiver. To make it 
operate in the normal fashion, it is necessary to remove the leads from 
the switch and connect one terminal of the switch to the chassis (ground). 
Disconnect the high-voltage center-tap lead from the negative terminal of 
the filter capacitor in the power supply and connect this lead to the other 
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side of the 'send-receive" switch. This lead is brown in color and long 
enough to reach the switch through the grommet in the power Supply case, 
The "send-receive" switch should be kept in the center tap lead so as to 
keep it in the low-potential side of the "B" circuit thus avoiding high volt- 
age at the switch and also eliminating switch "pops" that occur when 
Switching in the high-potential side. 


(f) Improvement for the Audio Section 


Since this set is capable of supplying adequate audio volume for head- 
phones at the output of the first audio amplifier stage, it is advisable to 
shift the lower phone jack connection to the output of the first audio stage. 
This stage is the triode section of the 6R7. Hum and noise which may 
normally be picked up by the additional audio output stage is reduced con- 
siderably. 

This change can be accomplished by connecting the lower jack, at the 
right side of the front panel and labeled 2nd audio phones, to the grid 
(pin No. 5) of the output tube, the 6F6. In some models this modification 
will not be necessary since one of the jacks is already connected in the 
first audio output and labeled accordingly. 

To improve further the above modification, it may be preferred to re- 
place the existing jack with an open-circuiting type jack which opens the 
grid circuit to the output tube when the headphones plug is inserted. This 
is normal practice in most communication receivers since it removes the 
Speaker output when the headphones are used. If the speaker is not con- 
nected, the open-circuiting jack removes the possibility of very high volt- 
ages that may be developed at the plate of the output tube with large sig- 
nals when the circuit is not loaded. These voltages can easily be high 
enough to arc between the electrodes in the output tube or break down the 
insulation in the output transformer. 

Transformer Tj is an audio interstage transformer that is used in 
some models for headphones output from the first audio amplifier. In 
other models, the transformer is connected to the external plug on the 
front panel and serves no purpose in the normal operation of the set. 

Since the output transformer, T2, has an output impedance of approxi- 
mately 3000 ohms, it is not considered practical for normal use. It is 
generally desired to replace this transformer with a standard output 
transformer matching the 6F6 to the desired voice coil impedance. This 
works out nicely with a 6 or 8 inch PM speaker. When changing output 
transformers, it is possible to select the physical size which can be 
Squeezed into the original position of T 9. The secondary leads can be 
brought out as before to the speaker jack with the jack labeled accordingly. 

If the changing of output transformers is not desired, the existing 
output of transformer Tg can be fed directly into another output trans- 
former having a primary impedance of 3000 or 4000 ohms when connected 
to the speaker voice coil. This method has been used satisfactorily and 
will eliminate the work in changing transformers. 

Additional refinements considered advisable, especially if more audio 
volume is desired, are changing the following circuit components in the 
audio section of the receiver. 


ab 


Replace the 6R7 detector first audio tube with the high mu 6Q7. This 
is an easy change since the socket connections are the same and only the 
cathode resistor, R28, must be altered for the proper bias. This is easily 
done by shunting the existing resistor, Rog, with a 300-ohm, 1/2 watt re- 
sistor. 

The diode filter resistor, Rag, is a relatively high value, being 0.5 
megohms. Considerable increase in volume can be obtained by reducing 
this value to normal proportions. This can be conveniently done by shunt- 
ing the existing resistor with a 100K 1/2-watt resistor. 

It will also be noted that the grid resistor, R33, of the output stage is 
considerably lower than normally used. This resistor should be increased 
from the existing 50K to 250K. 

The above changes will give much increased audio volume which will 
be more than adequate for speaker and headphone operation. 


(g) Additional Circuit Refinements 


~ Noise Limiter: 

To bring your receiver up into the top class of communication re- 
ceivers, the addition of the suggested noise-limiter circuit will be well 
worth while. This isa series-type limiter using the 6H6 diode with an IN- 
OUT switch. The schematic diagram should be self-explanatory as shown 
in fig. 1. 

If desired, the entire limiter, tube and all, can be encased in an old 
i-f transformer can. This will give a professional appearance to the in- 
stallation, and the assembly may be easily mounted inside the receiver on 
the chassis. ; 


"S" Meter: 

Since many hams do not consider the communication receiver com- 
plete without a signal-strength meter, the circuit shown in fig. 1 is rec- 
ommended. This circuit is standard and considered quite satisfactory. 

It is generally considered inconvenient to mount even a small meter. 
on the front panel of the receiver. This is true because of limited space 
and the thickness of the panel which makes cutting of the hole rather dif- 
ficult. In most cases, the meter is mounted externally on a bracket to the 
receiver case. 


Separate R.F. Gain Control: 

An optional feature that is sometimes desired, is separate and indi- 
vidual r-f and a-f gain controls that are not switched in and out with the 
AVC switch, SW-12. 

This control, as in the military version, consists of the tandem po- 
tentiometers, R-34 and R-35. To separate them it is necessary to dis- 
connect one, preferably the a-f, R-34, and add an additional 500K potenti- 
ometer to the panel for the new a-f gain control. After this is done, the 
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leads to the two controls should be reconnected to by-pass switch, SW-12. 
With this change, the switch in the 2nd and 3rd position only controls the 
AVC circuit, being either ON or OFF. 


Tone Control: 

- Occasionally a tone control is desired for listening ease and can be 
added to the receiver. This is quite convenient especially if the receiver 
does not have the crystal phasing control whichis physically replaced with 
the dial light rheostat on the panel. Since the rheostat is useless in most 
cases, it can readily be replaced with any other desired control or in this 
case, the tone control. 

A simple type of tone control circuit is shown in Fig. 1. 


(h) Optional Refinements and Suggestions: 


Among the many personal touches that may be added to the BC-342 
and BC-312 for appearance and ease of operation, the following may prove 
to be advantageous or possibly stimulate new ideas: 

The external plug, SO-1, located on the front panel was intended for 
use with other associated equipment of which the receiver was a compo- 
nent part. Ordinarily there is no particular need for this plug and it can 
be removed from the panel. The remaining hole can be plugged or used 
for added controls. The leads to plug SO-1 should be removed at conven- 
ient points in the receiver. 

The small vernier tuning knob (1/4" shaft) can be replaced witha 
larger and more attractive knob which will facilitate fine tuning. 

Rubber grommets, inserted in the slide fastener holes on bottom of the 
receiver case, will serve as a partial shock mount and will eliminate the 
possibility of sliding or scratching. 

The unused jacks on the front panel can also be put to use as desired, 
such as a phono or audio input to the audio amplifier section. There may 
be other uses for the jacks that will apply the individual's particular 
needs. 


As will be apparent to the average ham, a number of the above sug- 
gestions for conversion of the BC-342 or the BC-312 are optional and will 
be up to the personal requirements of the individual concerned. With the 
above conversions this receiver can be made very suitable for ham use 
with its performance comparable to the high priced communication. re- 
ceivers, 


2 


astescibby: ilb, Meike: Sue ok ieeet ier tdaorsrs ee coreen.| 
a) 5 Lt ee ; ( * 


7 
t. +' 
1 Pe 
ary 
wie 
: 3 
aa 
ad ee i 
: 
i ‘ 
y . 
ys f 
| : 
be y 
H 
rf 
> 
, ‘ 
e #- 
Sh ahead ina eadlabeechepetes.spss-Abie:biecdabat gery pate, OS ; t nibs ' 
‘ aay f i , $ ‘4 
R a ; i d 4 ' ; ; : 
PDA eins Laplace Ay) A Sis Spek mny steeper rca diese ipa hinns bg wiht Alaa Yo phe ‘ 
 ietat : bit) Saas Tg rman are minh 4 say snes ? ij a 
— ry eS er = ae ie. “a \ vi 4 a 
Nh Sth (GP es kal (eta 4 Rhea 4b ik 
fh aa “* af a Mi J 
. Ly a" r es 
, 
Ma 
* 
- 
*; cn} 
4 ie 
- 
; i " 
t y 
Vie be At 
i 
+ 
- : 
3 
‘ 
4 
t 
i 
t 
pee 2 
a 
Ae HET hy iow ‘ 
ant ; Mae tare eyes eta 
By, SO Oh ey A : ce H u 
ie as Marg ald le nn wa dni adie Pg, , 
aN, / Rio © #41 ee Boh . rales « 
be ipa ety Sat q , : ~s Pikes : : 
* LORS he Ke Were | . 
7 es ip ‘ ‘ 
< ; 7 * S 7 : : : 
ee pega Ral tetas bones ~ Dagier ed esi te, f Crt nele ys Tie 6 Pit \ee : 


SIGNAL 
ANTENNA 
OU 


| pe MAIN TUNING 


De) 
ket+— BAND CHANGE 
tt 


IST RF. 
A T%io2| vt-86 


R 


aE 


ne 


EA 


Rapio Receiver BC-342-M 
SCHEMATIC DIAGRAM 


236). 


oOo Oh SO CU - OO enOO lr Oe eee eee eee eee “aC 
! 


RES <r CRYSTAL PHASING 


FSi OET 
vT- 87 


2 ND AUDIO 


+ FHONES 
> 2ND. AUDIO 


SPEAKER 
2ND AUDIO 


oA || us 


COIL OF is 


Rij 


R.F. OSC. IST REF. 


VT- 68 
2NO,0€T VT-.66 


ee ee a a a ae ae ee 


ce 


Ja 


2 T TERMINALT.O es ‘| 
‘Sw 2 SO Ov.  120v. 3 
| hee ze : F3 ees. CONNECTION STRIP S$CL- oo 


i i a pet se es, ee A ES ty hen, ee 


ee 


cr-r 


be oo | 
| el 2 ee 
Rapio RecetverR BC-342-M 
SCHEMATIC DIAGRAM 


a oe 


CONVERTING THE BC-312 RECEIVER 


This conversion directly supplements the conversion of the BC-342 
receiver Since the BC-312 is identical to the BC-342 with the exception 
that it is the direct current version designed to operate from battery 
power. 

Again it should be noted that the different models of this receiver, as 
indicated by the alphabetical letter, have minor differences. The BC-312A 
has a thermostatically controlled heater in the oscillator compartment and 
a noise balancing network in the antenna circuit. The noise balancing net- 
work was retained in the 'C'" model but omitted in later models. Models 
A, C, D, E, F, and G, all have the crystal filter, but in later models some 
were supplied with and some without. This was generally dependent on 
the manufacturer that made them. On models made after the "G", some 
sets were designed to operate on 24-28 volts and were designated by the 
letter "X" after the alphabetical letter. However, most of the BC-312 re- 
ceivers were designed to operate on 12 volts d.c. at approximately 7 
amperes, . 

If it is desired to operate the set on direct current, connections may 
be made directly into the socket on the front panel with the 12 volt con- 
nections made -as-indicated on the schematic diagram, Fig. 4. For this 
operation it is also necessary to ground lug No. 8 on the terminal strip 
located near the front right corner of the chassis. 

This article applies to the conversion of the BC-312 for a-c operation. 
Other conversion data for the receiver is covered in the conversion of the 
BC-342. 

After inspection of the BC-312, it will be apparent that the dynamotor 
must be replaced with a conventional power supply and that the series- 
parallel wiring of the tube heaters must be revamped if 6-volt heater 
operation is desired. An alternate method, which eliminates the difficult 
rewiring of the heater circuit, is to leave the wiring as is and operate the 
heaters on Slightly less than 12 volts a.c. This is accomplished by using 
the 6X5 rectifier with the 5 and 6 volt windings connected in series thus 
supplying approximately 11.3 volts a.c. 

The least difficult method of adding the new power supply is to make it 
an external unit to the receiver. However, this makes for a more bulky 
arrangement with connecting leads between the power supply and the re- 
ceiver. With careful selection of parts and a little extra time devoted to 
the job, the new power supply can be contained in the dynamotor case and 
thereby kept inside the receiver as is done in the BC-342. 

A point worthy of mention is that there have been a few of the BC-342 
power supplies, the RA-20, on the surplus market. These are a fortunate 
find for the BC-312. The RA-20 power supply canbe directly interchanged 
with the dynamotor assembly. 

In constructing the new power supply unit, a selected 90-ma. power 
transformer with both the 5 and 6 volt windings can be fitted with a filter 
Choke, a 16-16 mfd. filter capacitor, bleeder resistor, and the rectifier, 
OY3GT, in the old dynamotor case. This will cause a rather crowded con- 
dition but is well worth while if it is desired to have the power Supply 
inside the receiver. 


wa Die 


TS PS BOE 


Both the 6-volt and the 12-volt heater version of the recommended 
power supply, with parts list and connection diagram, are shown in Fig. 3. 

It will be noted that the existing OFF-ON switch, SW-12, and the fuse 
on the front panel are incorporated in the 115-volt circuit of the new power 
Supply. The dial lights are connected directly across the heater circuit at 
any convenient point in the set. These leads should be twisted and kept 
away from the grid and plate circuits as much as possible. 

For other circuit refinements and modifications, refer to "Conversion 
of the BC-342." 
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C1 

C2 

C3 

C4 

C5 

C6 

C7 

C8 

C9 

C10 
C11 
C12 
C13 
C14 
C15 
C16 
C17 
C18 
C19 
C20 
C21 
C22 
C23 
C24 
C25 
C26 
C27 
C28 
C29 
C30 
C31 
C32 
C33 
C34 
C35 
C36 
C37 
C38 
C39 
C40 
C41 
C42 
C43 
C44 
C45 
C46 
C47 
C48 
C49 
C50 
C51 


COMPONENT PARTS LIST FOR BC312 RECEIVER 


CA-289 
CA-291 
CA-291 
CA-290 
CA-290 
CA-290 
CA-289 
CA-291 
CA-291 
CA-290 
CA-290 
CA-290 
CA-289 
CA-291 
CA-291 
CA-290 
CA-290 
CA-290 
CA-289 
CA-291 
CA-291 
CA-290 
CA-290 
CA-290 
CA-294 
CA-293 
CA-284 
CA-292 


CA-195 


CA-284 
CA-266 
CA-292 


CA-195 


CA-294 
CA-284 
CA-294 
CA-278 
CA-300 
CA-297 
CA-299 
CA-266 
CA-292 
CA-266 


CA-195 


CA-323 


CAPACITORS 


3-25 uuf, 
6-100 uuf, 
6-100 uuf, 
4-50 uuf. 
4-50 uuf. 
4-50 uuf. 
3-25 uuf. 
6-100 uuf. 
6-100 uuf, 
4-50 uuf. 
4-50 uuf, 
4-50 uuf. 
3-25 uuf, 
6-100 uuf. 
6-100: uuf. 
4-50 uuf. 
4-50 uuf, 
4-50 uuf, 
3-25 uuf, 
6-100 uuf, 
6-100 uuf. 
4-50 uuf. 
4-50 uuf. 
4-50 uuf. 
125 uuf, 
10-210 uuf. 
05 uf. 
13-226 uuf. 
05 uf. 
05 uf. 
05 uf. 
05 uf. 
100 uuf, 
13-226 uuf, 
.05 uf, 
05 uf, 
.05 uf, 
125 uuf, 
.05 uf, 
125 uuf, 
5 uuf, 
3000 uuf, 
1600 uuf, 
750 uuf. 
100 uuf, 
13-226 uuf. 
100 uuf. 
05 uf. 
05 uf, 
.05 uf, 
4-50 uuf. 


a2 


C52 CA-266 100 uuf, 
C53 CA-296 400 uuf, 
C54 CA-281 .01 uf. 
C55 CA-295 50 uuf. 
C56 CA-281 .01 uf. 
C57 CA-295 50 uf. 

C58 CA-281 .01 uf, 
C59 .05 uf. 
C60 CA-302 .05 uf. 
C61 05 uf, 
C62 CA-284 .05 uf. 
C63 CA-281 .01 uf. 
C64 CA-295 50 uuf. 
C65 CA-295 50 uuf, 
C66 CA-281 .01 uf. 
C67 CA-279 10 uuf. 


C68 .05 uf. 
C69 CA-301 .05 uf. 
C70 .05 uf. 


C71 CA-218 150 uuf. 
C72 CA-193 500 uuf, 


C73 .05 uf. 
C74 CA-301 .05 uf. 
C75 .05 uf, 


C76 CA-281 .01 uf. 
C77 CA-295 50 uuf, 


C78 0.1 uf. 
C79 CA-276 0.1 uf. 
C80 0.1 uf. 


C81 CA-281 .01 uf. 
C82 CA-292 13-226 uuf. 
C83 CA-277 0.1 uf. 
C84 CA-280 1-10 uuf. 
C85 CA-253 4-75 uuf. 
C86 CA-266 100 uuf. 
C87 CA-284 .05 uf. 
C88 CA-266 100 uuf. 
C89 CA-211 .002 uf. 
C90 CA-211 .002 uf. 
C91 CA-295 50 uuf, 
C92 CA-295 50 uuf, 
C93 CA-295 50 uuf. 
C94 CA-298 800 uuf. 
C95 CA-298 800 uuf. 
C96 CA-286 75 uuf. 
C97 CA-286 75 uuf. 
C98 CA-275 4 uf. 
C99 CA-284 .05 uf. 
C100 CA-294 125 uuf. 
C101 CA-266 100 uuf. 
C102 CA-284 .05 uf, 


CX CRYSTAL DC-6 J2 JACK JK-34 (2nd AUDIO) 
DM DYNAMOTOR DM-17-A J3 JACK JK-33 (SPEAKER) 
Fl FUSE FU-21 J4 JACK JK-33 (MICROPHONE) 
F2 FUSE FU-21 J5 JACK JK-34 (KEY) 
Jl JACK JK-34 (1st AUDIO) 
COILS 

Ll L19 
L2 L20 
L3 1st R.F. COILS L21 OSC. COILS 
L4 L22 
L5 L23 
L6 L24 
L7 L25 
L8 L26 IGN. SUPP. COILS 
L9 2nd R.F. COILS L27 
L10 L28 TRANSFORMER C-202 
Lil L29 TRANSFORMER C-203 
L12 L30 TRANSFORMER C-204 
L13 L31 BEAT OSC. 
L14 L32 FILTER COIL 
L15 lst DET. COILS LM1 NEON LAMP 
L16 LM2 LAMP LM-27 
L17 LM3 LAMP LM-27 
L18 

RESISTORS 
Rl RS-164 500 ohms 1 watt R37 RS-150 100,000 ohms 1/2 watt 
R2 RS-169 60,000 ohms 1/2 watt R38 RS-178 12 ohms 15 watts 
R3 RS-149 40,000 ohms 1/2 watt R39 RS-178 12 ohms 15 watts 
R4 RS-172 100,000 ohms 1/3 watt R40 RS-178 12 ohms 15 watts 
RS ~ RS-167 1,000 ohms 1/3 watt R41 RS-139 30,000 ohms 1 watt 
R6 RS-173 2 MEG. 1/3 watt R42 RS-140 30,000 ohms 1/2 watt. 
R7 RS-164 500 ohms 1 watt R43 RS-148 200,000 ohms 1/2 watt 
R8& RS-169 60,000 ohms 1/2 watt R44 RS-127 3,000 ohms 1/2 watt 
R9 RS-149 40,000 ohms 1/2 watt R45 RS-128 5,000 ohms 1/2 watt 
R10 RS-172 100,000 ohms 1/3 watt R46 RS-177 7,500 ohms 1/2 watt 
R11 RS-167 1,000 ohms 1/3 watt R47 RS-176 60 ohms 1/2 watt 
R12 RS-173 2 MEG. 1/3 watt R48 RS-169 60,000 ohms 1/2 watt 
R13 RS-168 50,000 ohms 1/3 watt R49 RS-133 500,000 ohms 1/2 watt 
R14 RS-166 350 ohms 1 watt R50 RS-140 30,000 ohms 1/2 watt 
R15 RS-140 30,000 ohms 1/2 watt R51 RS-129 10,000 ohms 1/2 watt 
R16 RS-172 100,000 ohms 1/3 watt R52 RS-175 10,000 ohms 1/3 watt 
R17 RS-125 1,000 ohms 1/2 watt R53 RS-173 2 MEG. 1/3 watt 
R18 RS-172 100,000 ohms 1/3 watt 
R19 RS-164 500 ohms 1 watt RL1 RELAY BK-13 
R20 RS-163 60,000 ohms 1 watt SO1 SOCKET SO-94 
R21 RS-149 40,000 ohms 1/2 watt SW1 SWITCH SW-131 
R22 RS-125 1,000 ohms 1/2 watt SW2 1 
R23 RS-150 100,000 ohms 1/2 watt sw3 1st R.F. SW. 
R24 RS-164 500 ohms 1 watt SWw4 
R25 RS-163 60,000 ohms 1 watt sw5 2nd R.F. SW. 
R26 RS-149 40,000 ohms 1/2 watt SW6 
R27 RS-125 1,000 ohms 1/2 watt sw7 1st DET. (MIXER) SW. 
R28 RS-171 750 ohms 1 watt SWws OSC. Sw 
R29 RS-162 .25 MEG. 1/2 watt Sw9 F ; 
R30 RS-161 1 MEG. 1/3 watt SW10 CRYSTAL Sw. 
R31 RS-165 1,000 ohms 1 watt SW11 BEAT OSC. SW. 
R32 RS-162 250,000 ohms 1/2 watt SW12 SWITCH SW-119 
R33 RS-131 50,000 ohms 1/2 watt SW13 SWITCH SW-131 
R34 POTENTIOMETER 0-500,000 ohms Tl TRANSFORMER C-205 
R35 RS-174 0-50,000 ohms T2 TRANSFORMER C-160 
R36 RS-150 100,000 ohms 1/2 watt 
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CONVERTING THE BC-348 RECEIVER 
Introduction: 


The BC-348 series of receivers was manufactured for the Armed 
Forces and was designed to operate from a 28-volt d-c supply. As these 
sets were uSed in aircraft, they are extremely compact and much smaller 
than their equivalent in present commercial cummunications receivers. 
The following conversion data will cover the changes necessary to adapt 
the unit to 115-volt a-c operation. Various circuit improvements will 
also be elaborated on as applicable to amateur radio use. 

Many models of the BC-348 were built but, with the exception of the 
BC-348J, Q and N, they are electrically and mechanically similar. It is 
of special note that the B minus of the 348Q is not grounded. The BC-224 
Series is identical except for the heater circuits. 

The receiver covers the frequency range of 1500 to 18,000 kc. and 200 
to 500 kc. by means of a directly-calibrated vernier dial. It will be noted 
that the 10-meter amateur band as well as the standard broadcast band is 
neatly skipped. Converters will be necessary if these bands are desired. 

The receiver has two r-f stages and threei-f stages. The intermediate 
frequency is 915 kc. A crystal filter is included in the circuit also. 

The tube line up is as follows: 


lst RF 6K7 
2nd RF 6K7 
RF Osc. 6C5 
lst Det. 6J7 
lst IF 6K7 


2nd IF and CW Osc. 6F7 
3rd IF and 2nd Det. 6B8 
Audio 41 


It is assumedthat the reader would not attempt this conversion without 
enough technical knowledge to make unnecessary the tedious "wire by wire" 
descriptions generally encountered and, with the suggestions and conver- 
Sions given here, satisfactory results should be easily obtained. It is 
important to bear in mind that, due to the numerous models, and circuit 
differences, common sense will be required in many of the operations as 
exact component symbols and wire movements have been eliminated in 
this article. 

The following sections of the conversion procedure will be covered in 
detail: 


(a) Power supply 

(b) Filament circuit 

(c) Speaker matching 

(ad) Operation 

(e) Additional audio stage 
(f{) Noise silencer 

(zg) General notes 
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(a) Power Supply: 


As the receiver was designed for operation froma 28-volt d-c source, 
it will be necessary to build a 115-volt a-c supply. 

Since an external speaker and matching transformer will be required, 
and in order to keep heat out of the receiver compartment, it is advised 
that the power supply be built into the speaker cabinet along with the 
speaker matching transformer, and connections be brought out through a 
cable and plug system. 

It should be possible to obtain, on the surplus market, the plug for 
power connections that was intended for use with the receiver. But if not, 
the present socket can be replaced with a standard octal tube socket by 
removing the present socket and filing the retaining bracket to take the 
octal tube socket. 

The circuit shown in Fig. 1 will work nicely and, by referring to the 
plug connections given at the end of this article, the connecting cable can 
be made up. 


(b) Filaments: 


For 6.3-volt a-c operation, it will be necessary to rewire all tube 
filaments in parallel and to remove the balancing resistor which was used 
in the d-c system. Fortunately, all tubes are of the 6.3-volt type and no 
substitutions are required.. The fixed and variable dimming controls as- 
sociated with the pilot lamp circuit should be removed as this feature is 
not essential. 

Fig. 2 is self-explanatory for the filament conversion, and careful 
examination will show the few actual wire changes necessary. The 6.3- 
volt lead should be brought out to pin 3 or pin 4 of the power plug. (These 
two terminals originally were the 28-volt input connections.) 


(c) Speaker Matching: 


The output of the receiver was originally designed for headphone 
operation and consisted of two output connections, for 500 ohms or 4500 
ohms, depending upon the tap used on the output transformer. As most 
permanent magnet dynamic speakers are around 8 ohms, a matching 
transformer will be required to match one of the original outputs to the 
speaker, This transformer can be mounted in the speaker cabinet as dis- 
cussed in the paragraph dealing with the power supply. An alternative is 
the replacement of the original output transformer with one designed to 
match the output tube to a PM dynamic speaker. However, the former is 
to be preferred as it does not necessitate circuit changes. 


(d) Operation: 
After completion of the previous steps, the receiver will function by 
merely applying power and connecting together terminals 2 and 6 of the 


output plug. Terminal 2 is the B plus connection and 6 is the screen-grid 
lead to the i-f's. These two terminals provide a very simple method of 
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adding an 'S' meter to the set. Examination of Fig. 3 will show that this 
circuit can be inserted between terminals 2 and 6 with no other circuit 
changes being required, The meter can be mounted in the upper right hand 
corner of the front panel, providing a very small one is used. The adjust- 
able pot should be of the screwdriver adjusting type and also mounted on 
the front panel for zero Setting the "S" meter. Calibration of the meter in 
'S" units or in "DB's" will be necessary. This addition is not necessary for 
operation but will add considerably to the versatility of the receiver for 
amateur uSe. 


(e) Additional Audio Stage: 


The audio gain of the receiver is not quite adequate, and an additional 
stage is required for satisfactory results. Fig. 4 is a proven circuit con- 
sisting of a 6J5 tube in a simple resistance coupled stage to be inserted 
directly ahead of the 41 power amplifier. With this additional stage the 
gain will be sufficient. 

It is suggested that this added stage be built onto the small removable 
chassis upon which the dynamotor was originally mounted. The terminal 
strip on the chassis can be used to bring out allnecessary connections and 
will make a neat and compact unit. 


(f) Noise Silencer: 


On the higher frequency band of the receiver, and especially if higher 
frequency converters are to be used, the noise problem becomes one of 
importance. A shunt-type noise silencer circuit employing a small 1N34 
crystal is shown in Fig. 3A. This circuit can be added easily to the re- 
ceiver schematic. Addition of any noise silencer circuit will normally 
cause some distortionin the output and therefore should be used only when 
ignition noise, fluorescent lighting, etc. gives trouble. If properly con- 
nected, the silencer should have very little effect on the receiver gain 
when connected in the circuit and no effect when out of the circuit. 

Difficulty may be encountered in using the added audio stage in con- 
junction with the noise silencer due to the common cathode resistor on 
the second detector and third i-f stages. This may be remedied by remov- 
ing the wire between the two cathodes and shorting out "R105", 

Note: In 348E, M and P this is not possible as the two stages are in 
the same tube. 


(zg) General Notes: 


If desired, the audio and RF gain controls, which are originally ona 
common shaft, may be separated, especially for CW use. This will neces- 
sitate disconnecting one of the controls and running the leads to an added 
control of the same value but mounted elsewhere on the front panel. ) 

The antenna and ground connections may be extended tothe rear of 
the set and terminals added for convenience. 

The AVC-OFF-MVC switch has several contacts which were original- 
ly used in the 28-volt d-c circuit and which are now useless. These 


« Sie: 


contacts may be used as a standby switch breaking the B minus lead when 
the switch is in the OFF position and applying it again when in AVC or 
MVC positions. Careful circuit tracing will be necessary here in order not 
to disconnect the wrong wires on the switch. An alternative is the use of a 
simple SPST toggle switch mounted on the front panel and wired in accord- 
ance with Fig. 1. 

Connections to the output plug (original) are as follows: 


1- Output (phones or speaker) 

2- B plus 

3- 28 volts plus 

4- 28 volts plus 

o- Output 

6- Screen grid voltage to IF 

7- Ground (B minus, filament common) 
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CONVERSIONS FOR THE BC-412 OSCILLOSCOPE 


The BC-412 radar oscilloscope was a component of the first mass- 
produced ground radar set, the SCR-268, This unit is easily recognizable 
by its rounded-top case and its excessive weight. Its approximate dimen- 
sions are 13 x 20 x 27 inches. 

In addition to the 5-inch CRT, the BC-412 scope consists of 12 tubes 
which make up its associated video amplifiers, sweep circuits, and the 
high and low voltage power supplies. It operates from 115 volts a.c., at 
50 or 60 cycles. 

The outstanding feature of this radar scope unit is its two power sup- 
plies, the high-voltage CRT supply and the low-voltage 150-ma. supply. 
With these power supplies and the conversions described herein, the 
BC-412 can be made over into a laboratory test oscilloscope or a well 
performing television receiver. 

This article attempts to briefly outline the conversion procedure for 
the television receiver and the laboratory oscilloscope with reference to 
the before and after schematic diagrams, Itis assumed that anyone under- 
taking either of these conversions, will have a general working knowledge 
of this type equipment. 

A WORD OF CAUTION: Always be extremely careful when working 
with circuits connected with the high voltage supply! Operating voltages 
are of several thousand volts and warrant the use of well insulated tools. 
Always turn off the power and short-circuit the high voltage condensers 
(with a well insulated tool) before attempting work or adjustments on this 
unit. Remember the old phrase, "Death is so permanent." 


TELEVISION RECEIVER CONVERSION 


Before any work toward conversion is begun, it is desirable to discard 
the heavy case and base which eventually can be replaced with a lighter 
and more attractive one. 

After noting the HV and LV power supplies and their respective com- 
ponents, it is necessary to strip the entire chassis of its wiring and com- 
ponents with the exception of the two mentioned power supplies. The high 
voltage wiring (ignition cable) should be saved for use in the converted high 
voltage circuits. It will be found that a number of the removed parts can 
be uSed in the new circuits. 

In this conversion, it is recommended that the RF/Oscillator section, 
the Video section, and the Audio sectionbe constructed and used on separ- 
ate chassis which are mounted on the main scope chassis. This method 
affords a much easier conversion as well as accessibility for maintenance 
or future changes. 


(a) Power Supplies 


The low voltage power supply is modified by merely reconnecting its 
components as shown in fig. 3. It will be noted that the filter section 
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utilizes both chokes (44-1 & 44-2) and two of the dual 8-mfd. filter capac- 
itors (12-3 & 12-4). The d-c supply voltage under loaded conditions should 
not exceed 300 volts. 

The high-voltage supply is reconnected so that its output voltage is 
positive with respect to ground. Also slight changes are made in the filter 
section in order to obtain the correct voltages for the S-inch CRT (5BP4). 
For this circuit arrangement refer to the schematic diagram, fig. 4. 

By modifying the high-voltage filter, sufficient voltage may be obtained 
to operate a 7-inch CRT such as the 7TEP4 or 7JP4. This involves in- 
creasing the value of the first filter capacitor and reducing the value of the 
series filter resistance. For this condition refer to the schematic diagram 
in fig. 3. 

Should a slightly higher voltage be desired, it can be obtained by utiliz- 
ing the potential voltage of the low voltage supply. This is frequently done 
in commercial sets and is accomplished by connecting the low potential 
side of the HV transformer secondary (grounded side) to the high potential 
Side of the LV, d-c supply. This arrangement adds the low supply voltage 
to the CRT supply voltage. 


(b) CRT Circuits 


The CRT circuits include the vertical oscillator, vertical amplifier, 
horizontal oscillator, horizontal amplifier, synchronizing amplifier and the 
CRT controls. The five mentioned stages are grouped in the location 
shown in fig. 2, and occupy the former tube sockets on the main scope 
chassis. 

Controls for the CRT circuits, which require least adjustment during 
normal operation are brought out on the side of the chassis on a separate 
panel. These controls include Height, Width, Vertical Position, Horizontal 
Position, and Focus. Due to the high voltages involved and the fact that the 
ordinary potentiometers are not designed to operate in these ranges, the 
panel must be of the insulated type. Bakelite or similar material should 
be used with insulated couplings or shafts to the HV controls. 

Location and layout of the above controls are shown in fig. 2. 


(c) RF & Oscillator Section 


This section consists of the mixer (first detector) and the R-F oscil- 
lator with their respective components. 

It is necessary to construct this section on a completely separate 
chassis. The layout of parts is critical to the extent of maintaining as 
Short leads as possible. The control shafts are located to coincide with 
the panel layout as shown in fig. 2. 

For simplicity and ease of operation, a two-section tuning selector 
Switch is used in conjunction with mica trimmer capacitors to tune the RF 
mixer input and HF oscillator. These capacitors are pretuned to the 
desired frequencies and are then switched in or out of the circuit with the 
tuning selector switch. To provide optimum tuning, a fine tuning control 
is employed which separately tunes the oscillator in the band-spread 
method. This is accomplished with a variable capacitor of approximately 
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3-30 mmfd. which is brought out to the front panel through an insulated 
shaft or coupling. During the alignment of the RF/oscillator section, the 
fine-tuning variable capacitor should be set approximately to its mid- 
capacitance position. 

The coils for the RF/oscillator section are made in accordance with 
the following data: 


L-1, (ant. coil) - 2 turns, No. 18 enamel, 3/4-inch diameter, with 
grounded center-tap; loosely coupled to the mixer 
coil. 

(mixer coil) - Approximately 3 turns, No. 14 enamel, 3/4-inch 
diameter. 

L-2, (osc. coil) - 3 turns, No. 14 enamel, 3/4-inch diameter, with 
cathode tap approximately 1 turn from the ground 
ed end of coil. 


The above coils are self-supporting, air-wound, and mounted as close 
to their connection points and as rigidly as possible. Sufficient coupling 
between the oscillator and mixer coil is obtained from their close proxi- 
mity. 

In order to bring the coils to the proper tuning range, they may have 
to be compressed or expanded in order to lower or raise their tuning fre- 
quency. The normal spacing of turns will be approximately 1/8 inch. 

Even though the RF/oscillator chassis includes the mixer IF trans- 
former and the tuned "sound trap", essentially they are IF components and 
are discussed under section (d). 

For the general layout of components and location of the RF/oscillator 
chassis, refer to fig. 2. 


(d) Video IF Section 


To avoid the tedious construction work for the video IF coils, effort 
should be made to obtain an IF amplifier strip that has the approximate 
band pass, frequency, and amplification. There are a number of such 
strips available on the surplus market which can be tuned within the 12 to 
27 Mc. range. 

One of the preferable IF amplifier strips consists of 5 stages using 
WE-717's with a frequency of 19 Mc. Since four stages of this strip offer 
sufficient amplification, the 5th stage is replaced with the 2nd detector/ 
clipper (6H6). The video amplifier stage is also added to the chassis to 
complete the video section. 

Should a satisfactory IF amplifier strip not be available, other coils, 
such as the 20-Mc. IF, slug-tuned coils, from the BC-404 Receiver (com- 
ponent of the SCR-270 & 271) can be used. These coils will function well 
in the stagger-tuned video amplifier. 

The mixer IF transformer consists of two tuned windings. The pri- 
mary is tuned to the approximate midpoint between the audio and video IF 
frequencies, while the secondary is tuned to the audio IF frequency. 

Should coils of the above description not be available, they can be 
made from old IF transformers from the data given below. 
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Alignment frequencies for single-tuned coils, as described above, in 
order to obtain the required video band pass (3.5 to 4.0 Mc.) are given in 
section (f). 

The contrast control, in the cathode circuit of the second IF stage, 
varies the video IF gain. It is physically mounted underneath the main 
chassis directly below the second IF stage. An extended shaft is used to 
control the rheostat from the front panel in the position shown in the panel 
layout. 

Peaking coils used in conjunction with the video amplifier, (La & Lb) 
consist of 50 turns of No. 32 wire, wound in approximately 1/2 inch length 
on 500K, 2-watt resistors. 


SEC. 21.25 MC. PRI. 12 TURNS 
10 T. N°24 N°24 ENAM. 
PRI. 23.75 MC. SEC.12T 
, ‘ 12 T. N°24 N°24 
ENAM. ENAM.,C.T. 
BOTH 
WINDINGS 
21.25 MC. 


Ona FORM DIAMETERS 5/78”. 
ALL WINDINGS CLOSEWOUND. 


(e) Audio Section 


This section consists of an IF amplifier stage, operating approximately 
4.5 Mc. below the video IF, an FM audio detector, first and second audio 
amplifier stages, and the associated speaker. 

The signal input to the audio chassis is taken from the mixer output IF 
transformer, L-3. The inter-connecting lead between the secondary of L-3 
and the grid of the audio IF amplifier should be as short as possible. 

A conventional discriminator circuit is used for the audio detector 
with the double-tuned IF transformer tuned to the audio IF frequency. If 
the discriminator IF transformer is not readily available, it can be made 
from an old IF transformer from the winding data given above. 

A 6-inch PM speaker is used with the conventional plate-to-voice-coil 
output transformer, and is mounted to the audio chassis as shown in fig. 2. 
The speaker grill consists of symmetrically drilled, 1/4-inch holes, in the 
side of the main chassis at the speaker location. 


(f) Adjustments for Operation 
After the power supply and CRT circuits are completed, they can be 


checked for proper operation. These circuits must function properly 
before further tests can be made. 
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Normal operation of the CRT circuits is indicated when a rectangular 
pattern, formed by the vertical and horizontal sweep, can be adjusted to 
its proper size, position, intensity, and focus on the CRT screen. Improper 
position, size, intensity, and focus indicates improper voltage on the ele- 
ment concerned in the CRT. 

So as to obtain proper alignment, of the video IF amplifier, a signal 
generator should be used. This is essential to stagger the peaking of the 
different stages for the proper video band pass. The band pass should be 
between 3.5 and 4.0 Mc. Each stage is peaked to the following frequency: 


L-3 (primary) 23.75 Mc. 

(secondary) 21.25 Mc. 
L-4 (sound trap) 21.25 Mc. 
L-5, 1st IF | 25.75 Mc. 
L-6, 2nd IF 25.00 Mc. 
L-7, 3rd IF 23.75 Mc. 
L-8 (sound dis.) 21.25 Mc. 


It should be noted that other video IF's can be used in the 12 to 30 Mc. 
range, with alignment similar to that given above. Occasionally interfer- 
ence problems may be encountered from other transmitted signals. Such 
an example can be a strong or local 10-Meter amateur signal coming 
through an IF amplifier operating in the 28 to 30 Mc. range. 

This effect can be reduced considerably with the addition of a tuned 
RF stage ahead of the first detector, or a tuned trap circuit to reject the 
undesired frequency. 

Alignment of the audio section is simply accomplished by peaking the 
discriminator, IF transformer to the audio IF which is 4.5 Mc. below the 
video IF. Final adjustment may be made audibly for the best output. 

After aligning the video IF section, the RF and oscillator circuits are 
tuned to the desired channels by means of the mica trimmers for each 
position of the tuning selector switch. In order to utilize the full range of 
fine tuning capacitor, it should be set to its mid-position when aligning the 
RF & oscillator circuits. The above alignment can be done by visually 
observing the CRT screen for optimum picture. 

A conventional folded dipole antenna with its associated reflector ele- 
ment is recommended and as shown in fig. 1. The antenna should be as 
high as practical in an unobstructed area. Direction for the antennais 
best determined experimentally by rotating it in the horizontal plane for 
maximum signal, Frequently the final position will be a compromise for 
the several television stations in the locality. 

For additional receiver circuit information, the schematic diagram, 
fig. 4, reprinted from the August '47 issue of the Radio News magazine, 
has been included. 


LABORATORY TEST OSCILLOSCOPE 
After the BC-412 chassis is stripped of everything except the two 


power supplies, the laboratory test oscilloscope can be built from the 
schematic diagram as shown in fig. 5. 


Anak 


This is a proven circuit which follows the conventional form, and 
offers a high sensitivity with a flat response from 20 to 20,000 cps. 

For test scope use, the 5BP1, with which the BC-412's are usually 
equipped, is satisfactory. 1 

In order to obtain sufficient over-lap of the coarse frequency adjust- 
ment, it may be necessary to select capacitor values for the proper sweep 
frequency range. 

The bulky and heavy case is discarded for a lighter and more attrac- 
tive one which will add to the appearance of the completedtest instrument. 
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BC-645 CONVERSION FOR 420-MC. OPERATION 


Although the BC-645 originally was designed for use by the armed 
forces an airborne IFF equipment, the equipment may be converted to 
form a complete transmitter and receiver for the 420-Mc. band. The unit 
originally operated in the frequency range between 470 and 495 Mc. and 
transmitted either a pulse signal or a c-w signal modulated by a 30-kc. 
wave. The unit acted as a transpondor when it emitted pulse signals; that 
is to say that the pulse emissions of the transmitter were triggered by 
incoming pulse signals which had been detected by the receiver. 

The overall dimensions of the BC-645 are 10-1/2" by 13-1/2" by 4-1/2", 
with the weight of the unit being about 25 pounds. Power for both the 
transmitter and the receiver were supplied by a PE-101 dynamotor which 
operated from either a 12-volt or a 24-volt d-c source. 

_This article describes the BC-645 and its conversion in the following 
sections with references to the included diagrams: 


(a) General Description and Operation 
(b) Transmitter Conversion 

(c) Receiver Conversion 

(d) Mechanical Modifications 

(e) Power Supply 

(f) Operation of the Converted Unit 


(a) General Description and Operation: 


The transmitter section includes the following tubes with their re- 
spective functions: 


WE-316A (VT-15) Self-excited power oscillator 


6F6 (VT-13) Pulse modulator 
6F6 (VT-14) 30kc. oscillator/modulator 
TFT (VT-12) Pulse amplifier 


The WE-316A is a self-excited power oscillator using a tuned-line tank 
circuit which determinesits frequency. Its outputis coupled to the antenna 
plug through a variable pick-up loop and a short section of rigid coaxial 
line. Two Separate 6F6 modulators are used. Oneis uSed as a pulSe mod- 
ulator which is driven by the 7F7 pulse amplifiers. The other 6F6 isa 
30kc. oscillator and modulates the power oscillator when brought into the 
circuit by relay No. 6. 

The superhet receiver and its associated output circuits consist of 11 
tubes. Tuned lines are employed in the antenna input and the hf oscillator 
circuits. Acorn type, 955 tubes are used for the hf oscillator and the first 
detector with the first detector functioning as a diode withan injector grid. 

The IF amplifier consists of three stages operating at 40Mc. and uses 
7H7 type tubes in all three stages. 

The second detector output, after being amplified by the three video 
stages, is divided, half of which is used to pulse modulate the transmitter 


58k 


through the pulse amplifiers. The other half operates the sequence relays 
through appropriate timing multivibrator circuits, 


Before beginning the circuit conversion of this unit, it is suggested 
that all excess components be removed from the chassis. This is essen- 
tial because of the limited space in the unit; also, removal of these parts 
will result in a neater looking conversion. 

The unused components that should be removed include the following: 


(1) All relays except relay #1 

(2) All potentiometers 

(3) Two-position switch at front of case 

(4) 30-kc. oscillator coil (used with VT-14) 

(5) Resistor/capacitor terminal boards (the 
two located on each side of the center 
divider on underside of chassis) 


(b) Transmitter Conversion: 


In order to lower the tuning of the self-excited power oscillator to the 
420-450 Mc. band, it is necessary electrically to lengthen the tuning line. 
This is accomplished by adding a circular type neutralizing capacitor 
across the open end of the line. The removal of relay #2 provides space 
for the added capacitor. By this method of lowering the tuning to the 420- 
450 Mc. band, the increasein equivalent physical length would approximate 
1/2 inch. 

The remainder of the transmitter conversion consists of revamping 
the modulator for voice modulation. 

In order to obtain 100 per cent modulation of the WE-316A, it is neces- 
sary to use both 6F6's (VT-13 & VT-14) operating in parallel. These 
stages are driven from the two-stage speech amplifier, 7F7 VT-12, con 
verted as shown in Fig. 2. Sufficient gain is provided by the speech ampli- 
fier for crystal or dynamic microphone use. 

It will be noted from the converted diagram that the two parallel Heis- 
ing modulators require a heavier modulating choke than was used in the 
existing circuit. 

Relay #1 is used as the send-receive relay and is actuated from the 
microphone circuit. This relay operates from 12 volts at approximately 
3 ma. 


(c) Receiver Conversion: 


Since the antenna circuit will tune down to the 420-450 Mc. band, no 
alteration is required; however, the hf oscillator line must be physically 
lengthened to tune down to this range. This is accomplished by soldering 
a 1/2 inch extension to the end of the line (the end away from the oscilla- 
tor tube.) The shorting bar is then moved to the new end of the tuning 
line. 

No other changes are required in the RF and oscillator sections of the 
receiver. 


=A 


Even though the IF amplifier section will operate satisfactorily asis 
without bias (other than the AVC), better performance can be obtained by 
adding cathode resistors to ground with their respective by-pass capaci- 
tors. This providing of cathode bias for the IF stages gives a better 
signal-to-noise ratio. For the above alteration, refer to the circuit dia- 
gram in fig. 2. 

The existing audio section requires considerable modification to adapt 
it for A2 or A3 reception. 

Beginning at the second detector, the TE6 (VT-6) stage is changed to 
function as the second detector, AVC, and the first audio amplifier in the 
conventional manner. If more audio gain is desired, the 7E6 may be re- 
placed with a higher mu (triode section) equivalent, such as the 7B6. The 
only circuit alteration required for this change is the substitution of the 
proper value cathode resistor. 

An AF gain control is added in the grid circuit of the first audio stage 
as shown in fig. 2. 

For the audio output stage a 7C5 tube is added with an appropriate 
plate-to-voice-coil output transformer. This stage is RC coupled from 
the first audio stage in the normal manner, and replaces the former 7F7 
(VT-9) tube. Due to its height the added 7C5 must occupy the location of 
the former relay #3. Required socket connections and added components 
are shown in fig. 2. 

In adding the 7C5 output tube, it will be noted that its complementary 
series tube, VT-8, in the 12-volt heater circuit is shunted with a 40-ohm 
2-watt resistor to provide the proper heater current for the 7C5. 


(d) Mechanical Modifications: 


As previously mentioned, all excess circuit components should be re- 
moved for the ease of conversion. This becomes apparent when in some 
cases special long soldering iron tips have been recommended for working 
in these close quarters. It Should also be noted that the IF coils are quite 
fragile and extreme care should be exercised to avoid damaging them. 

To provide an external oscillator tuning control, the following approach 
is quite simple and eliminates a special "hex-nut" alignment tool: 


is ees + SHAFT FOR TUNING KNOB 


CUT OFF INSULATED COUPLING 
HERE ori 


44 


iil ert 4+" ALLEN-HEAD SCREW 


eee OSCILLATOR TUNING ELEMENT 


a) 


It is suggested that the existing antenna connectors be replaced with 
standard coaxial fittings. This is advisable since the mating plugs for the 
present connectors are difficult to obtain and are also quite expensive. 

To add the final touch to the converted BC-645, a front panel arrange- 
ment should be made to carry the controls, jacks, power plug, and any 
other refinements that may be desired. 

The panel can be made of 1/16-inch aluminum with the receiver gain 
control and speaker jack on the left side and the transmitter mike gain 
control and mike jack on the right. The power plug can be mounted in the 
center of the panel. 


(e) Power Supply: 


The power requirements for the converted BC-645 are 400 volts d.c. 
at 165 ma., and 12 volts at approximately 2.4 amperes. 

The a-c power supply shown in fig. 3 is designed to fill the above re- 
quirements and should be self explanatory. It should be noted that the 
12 volt d-c source required for relay #1 is obtained from a tap on the 
bleeder resistor. This relay may be operated from a 12-volt battery with 
a current drain of approximately 3 ma. 

Should the BC-645 be desired for mobile operation, the regular dyna- 
motor PE-101 can be used as shown in the plug connections diagram in 
fig. 4. 

For 6-volt operation, revision of the filament circuit is required. It 
should be noted that this is a rather difficult job and may also cause in- 
stability in the IF amplifiers. 


(f) Operation of the Converted Unit: 


The transmitter is simply tuned by the capacitor located at the end of 
its tuned-line tank circuit. A 6-volt (blue bead) pilot lamp makes a good 
resonance indicator and will burn from 1/2 to full brilliance when brought 
in contact with the antenna or the center lead of the coax cable. 

Before operation the receiver tubes should be checked for their proper 
"B" voltage. The voltage on the acorn tubes (955's) should be 200 to 250 
volts with approximately 250 volts on the other tubes. The series dropping 
resistor in the plate voltage supply lead may have to be changed for the 
above voltages. 

A tuning reaction between the oscillator and antenna circuits will be 
apparent when tuning the receiver. Simultaneous tuning ofthe two circuits, 
rechecking the antenna tuning after each change in oscillator tuning pro- 
vides the best adjustment. 

Both receiver andtransmitter are designed for a 50-ohmload. RG-8/U 
coaxial cable which is available on the surplus market meets the above re- 
quirements. 
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SOCKET CONNECTIONS FOR BC-645 OPERATION 
12V. BATTERY SYSTEM 
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FIG 5 


Courtesy Belmont Radio Corporation 


BC-946-B RECEIVER - CONVERSION 
FOR USE ON 6 VOLTS D.C. (AUTO RADIO) 


Introduction: 


The BC-946-B receiver is one designed for use in Army aircraft and 
is of all aluminum construction. It weighs about 6 pounds and is approxi- 
mately 5" x 8" x 12" in size. 

The unit incorporates a 6-tube superhet circuit covering the frequency 
range of 520 kc. to 1500 kc. by means ofa directly calibrated vernier dial. 
The unit is designed to operate from a 28-volt d-c dynamotor, but the in- 
structions herein will explain how it can be easily adapted for 6-volt bat- 
tery operation. The receiver's excellent shielding makes it a natural for 
mobile use. 

The conversion data as covered in this article will cover a typical 
auto installation in use at present by the author in conjunction with a 10- 
meter converter. 


Conversion Instructions: 


In order that he may have the general picture in mind, it is suggested 
that the reader briefly scanthis entire article before commencing work on 
the receiver. 

The following steps will be covered in detail: 


(a) Removal of present CW oscillator stage 

(b) Addition of first a-f stage in place of c-w Osc. 
(c) Rewiring filaments for 6 volts 

(d) Replacing output transformer 

(e) Moving antenna post 

({) Addition of vibrator power supply or dynamotor 
(g) Installation using FT-220-A rack 

(h) Selectivity adjustments 

(i) Noise limiter circuit 


(a) Removal of Present CW Oscillator Stage: 


Remove all wires to terminals 6 and 2 of the 12SR7 tube, and all wires ~ 
to terminal 5 ofthe 12A6 tube. This operation makes the following compo- 
nent parts useless and they should be removed to give space: R14, C26, 
L12, L13, C27, C28, R15, C25, R18, R19, R20, R16, R17, C29. (It will be 
necessary to refer to the circuit diagram in order to locate and remove 
these parts.) | 


(b) Addition of First A-F Stage In Place Of C-W Oscillator: 
The triode section of the 12SR7 tube is now free after the above change, 


and a stage of resistance-coupled amplification can be substituted. The 
diagram (Fig. 2) will clearly show the manner in which this is added, It 
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will be noted that an audio volume control is included in the revision. The 
control is physically mounted on the front panel in place of the present 
plug. The plug wiring is removed completely and discarded except for the 
wire labeled "Gain control line" on the circuit diagram. (Front plug is J1.) 
This wire is removed and connected to ground. , 

This is the RF gain control line. Originally an external control was 
used to control the gain. However, in this modification an AF gain control 
is used and the RF gain control line is connected to ground, leaving the 
RF gain wide open as is normal in broadcast receivers. 

A dural plate is made to just fit in place of the plug, and the AF gain 
control (500,000 ohms) is mounted in the center of the plate. 

It will also be noted that a noise silencer circuit is included in the 
circuit. This can be built as an individual unit if desired and mounted ina 
Small can alongside the receiver, or it can be built directly into the set, 
depending upon whether the reader desires to use the silencer for other 
purposes at some future date. 


(c) Rewiring Filament For 6 Volts: 


This step might have been accomplished first, but the removal of the 
CW osc circuit allows more room for rewiring the filaments. 

Rewire all tubes in parallel as in the diagram below. Attention to the 
original filament circuit as given will readily show the few wires neces- 
sary to be moved. 


12SK7 12K8 12SK7 12SK7. 12SR7 12A6 


ORIGINAL 


MODIFICATION 


It will be necessary to replace the 12-volt tubes with their 6-volt 
equivalents as follows: replace 12SK7 with 6SK7, 12K8 with 6K8, 12SR7 
with 6SR7 or 6SQ7, and replace the 12A6 with either a 6K6, 6V6, or 6F6. 


(d) Replacement of the Output Transformer: 
The present output transformer should be replaced with a unit which 


will match the chosen output tube to the voice coil of a PM dynamic speak- 
er. Ifa very small transformer of the replacement type is obtained it 
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may be installed in the place of the original transformer. The output lead 
(one side is grounded) is run directly to the rear plug in accordance with 
the general diagram of figure 3. 


(e) Moving of Antenna Post: 


It is advisable to remove the present antenna post and replace it with 
a standard bayonet receptacle as used on most auto radios. In addition, 
it is suggested that this receptacle be installed on the side of the receiver 
instead of in front for convenience. 


(f) Addition of Vibrator Power Supply or Dynamotor: 


Any standard 6-volt vibrator power supply that will give approximately 
160 to 250 volts at 40 ma. can be used on this receiver. The supply can 
be mounted onthe space where the former dynamotor was installed. It can 
be a commercial ready-built unit such as a Mallory Vibrapack, or a 
standard circuit built and mounted on the rear of the chassis. 

A very easily obtained power supply for this unit can be created by 
using a 12-volt dynamotor such as is used in the BC-312 receiver. This 
dynamotor will run from 6 volts d.c. and put out sufficient voltage with no 
conversion. 

It will be necessary to remove the former dynamotor plug ontop ofthe 
chassis. Remove the plug and all wires except the B plus connection 
which should be removed and connected to the B plus of the power supply 
used. 


(g) Installation Using FT 220 A Rack: 


In the author's installation, the FT 220 A rack was purchased for less 
than $1 and one section sawed off to take the receiver. (The rack is made 
for 3 receivers.) The rack is mounted under the dash of the car and 
allows the receiver to slip in and out quite easily. The fuse mounted on 
the rear of the rack was used for the A voltage fuse, and the toggle switch 
on front was rewired for a standby switch in the B plus lead as shown in 
figure 3. 


(h) Selectivity Adjustments: 

The selectivity of the receiver is quite high for broadcast reception. 
If desired, the tuning can be broadened by increasing the coupling of the 
IF transformers. This can be doneby pushing down, all the way, the small 
fibre rod protruding from the IF cans. 
(i) Noise Limiter Circuit: 

The noise silencer circuit shown in figure 2 has proven to be very 


effective. The neon-tube peak limiter across the output transformer is 
then not needed. 
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CONVERTING THE SCR-274N COMMAND SET RECEIVERS 
(BC-453 Series) 


"Q-5'er" CONVERSION 10-METER CONVERSION 


Introduction: 


The SCR-274N series of command-set receivers includes the BC-453, 
BC-454, and the BC-455. Almost identical counterparts to these three are 
available in the ARC-5 command-set series. 

The BC-453 (andits ARC-5 equivalent) is quite effective and justifiably 
popular as a "sharp-channel' i-f system to follow a conventional communi- 
cations receiver. Either the BC-454 or the BC-455 may be used intact as 
a communications receiver, but it will be found that the receivers are ex- 
cessively broad in selectivity due to the high value of intermediate fre- 
quency which is employed. However, due to this relatively high i.f. either 
of the latter types of receiver may be converted for image-free operation 
on the 10-meter band by revamping the r-f coil assembly and the main 
tuning capacitor. In addition, several changes are required in the audio 
circuit. These changes are Similar to those suggested previously for the 
BC-946B conversion. 


(a) General Description: 


The command-set receivers, designed for aircraft use, are light, very 
compact, and totally shielded in an aluminum case. Each is a 6-tube 
Superheterodyne with one r-f stage, two i-f stages, mixer, detector, beat 
oscillator and audio. All are designed to operate from a 28-volt d-c 
source, with a dynamotor supplying the plate voltage. 

The units of this series are substantially identical with the exception 
of the main tuning capacitor, and the r-f and i-f coils which are plug-in 
units. Frequency coverages and intermediate frequencies are as follows: 


Unit Frequency Coverage Intermediate Frequency 
BC-453 190 to 550 ke. 85 ke. 
BC-454 3 to 6 Mc. 1415 ke. 
BC-455 6 to 9.1 Mc. 2830 ke. 


(b) Ten-Meter Conversion--Modifying the R-F Coil Assembly: 


This modification involves rewinding of the coils in the plug-in coil 
assembly to obtain coverage ofthe 28-Mc. band. Modification of the tuning 
capacitors to obtain bandspread operationis discussedina later paragraph. 


L 1 (Ant. coil) - Remove the existing winding and rewind with 6 turns of 
#18 enameled wire, space wound the full length of the coil form. 

L 2 (RF mixer coil) - Remove the existing "honey-comb" coil with the ex- 
ception of the last layer. This will leave approximately 9 turns for 
L 2. 
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L 3 (RF mixer coil) - Remove the existing winding and rewind with 5 turns 
of #18 enameled wire, spacing the winding evenly the full length of the 
coil form. 

L 4 (Osc. coil) - No alteration is necessary on this coil. 

L 5 (Osc. coil) - Remove the existing winding and rewind with 5 turns of 
#18 enameled wire, close spaced. L 5 should be between 1/8 and 3/16 
inch from L 4. 


(c) Modify ing the Tuning Capacitor: 


In order to provide sufficient spread of the 10-meter band, it is neces- 
sary to reduce the capacitance of each section ofthe tuning capacitor. This 
is accomplished by removing all the rotor plates except the two end ones 
in each section. Care should be taken so as not to damage the remaining 
plates. 

With two rotor plates in each section, the band spreadfor 27 to 30 Mc. 
will be approximately 3.5 to 4.7 onthe calibrated dial. Using only one 
rotor plate per section, the 27 to 30Mc. band will cover approximately the 
entire dial of the receiver. 

To facilitate alignment of the receiver after modification, drill neces- 
sary holes (1/4'") to expose the trimmer capacitor adjustment screws with 
the shields in place. Since the added cppacitance of the shields tends to 
detune the circuit, it is preferable to align the receiver with the coil 
Shields in place. 

It should be noted that the oscillator frequency must be tuned above 
the incoming frequency to obtain tracking over the entire dial. 


(d) Changes in the Audio Circuit: 


Unless the BFO (V-7 stage) is specifically desired, it should be con- 
verted to a first audio amplifier. This additional stage gives sufficient 
increase in audio gain for satisfactory speaker operation. 

Even though some conversions use the existing RF gain control me- 
thod (approximately 20K. variable between cathode and ground), it is gen- 
erally preferred to have the RF gain remain maximum and use the con- 
ventional AF gain control. This is a convenient addition, especially if 
stage V-7 is changed to the first audio amplifier as mentioned above and 
as Shown in Fig. 1. When the AF gain control is used, the cathode buss 
lead (labeled "gain control line") to pin #1 of J-1 is connected directly to 
ground. 

With reference to Fig. 1 it will be noted that the 12A6 (V-8) is used as 
the output stage, R-C coupled to the first audio stage through the AF gain 
control. A conventional plate to voice-coil output transformer replaces 
the existing output transformer Tl. The output transformer used must 
match the speaker voice-coil impedance to the required plate load impe- 
dance of the 12A6; this is approximately 7500 ohms. The existing output 
transformer, T1, is designed for a load impedance of either 300 ohms or 
4000 ohms. These outputs were used for headphone reception. 

V2 is a neon type, peak-limiting device and should be removed unless 
specifically desired. 
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For headphone reception with the above modification of the audio cir- 
cuit, and opencircuiting type jack should be used at the plate output of the 
first audio amplifier. This jack is inserted between the coupling capacitor, 
C-29, and the grid of the 12A6. 


(e) AVC Circuit: 


For optimum signalto noise performance, the RF stage should operate 
at maximum gain. This requires removing the AVC voltage from this 
stage. Todothis, disconnect R2 from the AVC line and ground at some 
convenient point. (R2 is V3 grid resistor.) 

Due to the high gain of the RF and IF sections of this set, some AVC 
action is obtained from the existing circuit. (Diode action of control 
grid of second IF amplifier.) If more AVC is desired, it can be obtained 
from the unused diode plate of V-7 (12SR7) in the conventional manner. 
For this change refer to Fig. 1. . 

In using the diode section of V-7 for the AVC, it is necessary to re- 
move R11 from the V-6 grid circuit. Refer to Fig. 1 for the added AVC 
components to V-7. 


(f) Power Supply: 


The most convenient AC power supply to use with these receivers is 
the one shown in Fig. 2. By using the cathode type rectifier (6X5), the 5 
and 6.3 volt windings are usedin series which gives approximately 12 volts 
for filament supply. This permits the use of the existing tubes with just 
minor changes in the filament circuit as shown in Fig. 2. 

Correct polarity (phasing) of the two filament windings should be ob- 
served to obtain the proper additive voltage. 


(g) Mechanical Modifications: 


To complete the receiver conversion, the following mechanical modi- 
fications should be made: 

The added controls, OFF-ON switch, volume control, and headphone 
jack should be brought out in the front panel. This is accomplished by 
removing all of the hardware of the J-1 plug assembly located on the front 
panel. An aluminum plate is mounted over the opening left by the J-1 plug 
and serves as a panel mount for the controls. 

When removing J-1, all connecting leads can be removed from the set 
except the one labeled "gain control line" which is connected to pin #1. 
This lead is grounded as stated above in section (d). 

Witha bit ofingenuity and patience, the power supply can be located on 
the receiver chassis in the former dynamotor position. However, if the 
power supply is constructed as a separate component, the J-3 position can 
be used as the connecting plug. 

All leads can be removed from J-2; lead to pin #2 is the filament lead 
and is connected to the new filament source. 

It is apparent that the several components connected to J-3 are not 
needed for AC operation and canbe removedto provide more space for the 
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modifications and additional parts as were the BFO components of the V-7 
stage. 


NOTE: For schematic diagram refer to Fig. 1 of the BC 946. 
(h) Use of the BC-453A as a "Q-5'er': 


The BC-453A command receiver operates with an i.f. of 85 kc., which 
permits it to havean unusually sharp response characteristic. The normal 
method of using this receiver as a ''Q-5'er' is to convert the audio system 
and the power supply as just described, and then to couple a shielded wire 
with a probe on the end into the communications receiver in the region of 
the last i-f stage. The BC-453 will operate, without modification, as a 
sharp i-f channel for any receiver having an intermediate frequency from 
190 to 550 kc. Greatest selectivity will be obtained with the fiber rods 
which protrude from the center of the top of eachof the i-f transformers 
pulled out as far as they will go for each of the three transformers, This 
degree of selectivity, which may be too much for comfortable listening to 
a phone contact, may be reduced by stagger tuning the i-f transformers 
slightly, or by pushing down one or more of the fiber rods. 

The BC-453A may be operated in conjunction with a BC-348 as a sharp 
channel either by making modifications in the r-f coil assembly of the 
BC-453A or by using a frequency-converter stage. It is possible to re- 
move turns from the coils in the r-f assembly until the front end of the 
receiver will tune to the 915-kc. i.f. of the BC-348. The alternative 
method of using the BC-453A in conjunction with the BC-348 is to use an 
outboard mixer stage between the output of the BC-348 and the input of the 
BC-453A. This mixer stage should accept the 915 kc. signal from the 
BC-348 and convert it, using conventional broadcast receiver components, 
to a frequency in the vicinity of 456 kc. for feeding to the input of the BC- 
453A. A 6SA7 tube is ideally suited to performing the frequency conver- 
sion which is required. 
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CONVERTING THE BC-457A TRANSMITTER 
SERIES (SCR-274N) FOR USE AS VFO 
Introduction: 
This series of transmitters was designed for use in Army aircraft 
and, for all practical purposes, the following data will also be applicable to 


the Navy version (ARC-5 Series). 


Frequency coverage of units: 


BC 457A 4to5.3 Mc. (Crystal check point at 4600 kc.) 
" 458A 5.3 to7Mc. ( i Feet! 462007: 2 
"459A 17 to 9.1 Me. ( i" Y etl! 2 B00043.:) 
" 696A 3to 4.0 Mc. ( ‘ ‘ As rr By 350040". 


The circuit schematic included as part of this article is for the 
BC 458A, but it is typical of all the models including the Navy ARC-5 
Series. 

The output frequency is governed by the directly calibrated tuning dial 
and has nothing to do with the crystal in the unit. This crystal is merely 
used as a check on dial calibration and can be changed to any frequency 
desired, providing the pin connections are observed on the crystal, 

The tuning eye (1629) originally obtained part of it's operating bias 
from the 24-volt DC source, and, in order to allow this tube to function 
normally with AC on the filaments, remove resistors R-70 and R-77 from 
V-53. Replace R-77 with a 2000 or 2500-ohm 1-watt resistor. The tuning 
.eye will now function nicely. To calibrate the unit, set the dial to fre- 
quency of the crystal in the unit and insert a screwdriver in the opening 
under the slide in front of the 1629 compartment. Adjust this trimmer 
(Osc trimmer) for maximum shadow on the 1629 tuning eye. Clockwise 
rotation lowers the frequency. 

Connections to the unit will be greatly simplified if a rack is purchased 
which was designed to hold this size unit, and if not used intact, the plug 
can be removed and used to make power connections. Otherwise the power 
leads will have to be soldered directly to the terminals of the plug on the 
rear of the unit. 


To Convert For Use As VFO: 


1. Jam the bottom relay closed (K53) or short out the associated contacts. 
(This relay was used as a keying relay and applied plate voltage to the 
Osc while at the same time shorting out R75.) 

2. Solder the top relay (K54) to the antenna post. This relay originally 
grounded out the antenna when the transmitter was not in use. . 

3. Connect 24 volts AC (1 amp), to terminals 1 and 6 of the plug for fila- 
ment voltage. (If desired, the filaments may be easily rewired for 
12 volts by referring to the schematic.) 
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4, Connect approximately 300 volts to terminals 1 and 7 for the Power 
Amplifier plate voltage (1625's). (Terminal 1 is ground.) 

5. Connect approximately 200 volts to terminals 1 and 4 for the Power 
Amplifier Screen voltage. 

6. Connect 180 to 200 volts to terminals 1 and 3 for the Osc plate wilseel 
(For stable operation this should be from a regulated supply.) 

7. Couple the output of the unit thru a coaxial cable or twisted pair to 
your transmitter's v.f.o. input. 

8. If trouble is experienced with oscillations, it may be wise to remove 
the antenna tuning coil L52 completely from the unit. If this is done, 
the secondary of T54 can be brought out to the original antenna post 
and to an added one, allowing a balanced (ungrounded) line to your 
transmitter. 

9, It may also be desirable to add a midget phone jack in the lower left 
hand corner of the unit and wire in series with the 1625 cathode cir- 
cuit. A milliammeter may then be plugged into this jack to read pi 
current of the 1625's. 


NOTE: All terminal designations given above are for BC-457A aa the 
plug connections, of which are shown immediately below. For the ARC-5 
series, refer to the alternative plug-connection diagram below. 


PLUG CONNECTIONS AFTER MODIFICATION FOR V.F.O. (BC 457A SERIES) 


24 VOLTS AC 

NOT USED 

OSC. PLATE VOLTAGE (1626) 
PA SCREEN VOLTAGE (1625) 
NOT USED 

24 VOLTS AC 

. PA HIGH VOLTAGE (1625’S) 


FACING REAR OF 
TRANSMITTER 
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PLUG CONNECTIONS AFTER MODIFICATION FOR V.F.O. (ARC-5 SERIES ) 


NOT USED 

OSC. PLATE VOLTAGE 
NOT USED 

24 VOLTS (GND) 

24 VOLTS 

PA SCREEN VOLTAGE 
PA HIGH VOLTAGE 
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SCHEMATIC OF BC-458A (5.3 = 7 Mcs) 


R68 


C60 - Master Osc. padding 
C61 = 006 uf 

C62 - Fixed Neutralizing 
C63 - Master Osc. tuning 
C64 ring 2002 uf 

C65 - P.A. tuning 


C66 - .01 uf 

C67 - P.A. padding 
C68 a 3.0 uuf 

C69 - 50 uuf 


K53 - Xmttr Selector Relay 
K54 - Xmttr Output Relay 


K 24 


OUTSIDE VIEW 
/- GND 
VE 
3 — OSC.FLATE 
4- AMP. SCREEN 
4 - 
6-+24Y. 
7- AMP. PLATE 


L52 - Ant. Loading Coil 

R67 yR725R75,5 We 51,000 ohms 
R68,R76, - 20 ohms 

R69 - 1 Megohm 

R70 = 1000: ohms 

R71 - 126 ohms 

R73 R74, oH 15,000 ohms 

R77 - 390 ohms 

R78 = 51 ohms 

RL-50 - Parasitic Suppressors 
T53 - Oscillator Coils . 
T54 - Amplifier Coils 

Y50 - Crystal Unit 
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CONVERTING THE SCR-522 
(Transmitter-Receiver) 


A popular piece of v.h.f. radio equipment that has been quite common 
on the surplus market is the SCR-522 (also SCR-542) communication 
transmitter-receiver. Inthe military service it was generally known as 
the v.h.f. communication set used in the larger aircraft for inter-aircraft 
and air-ground communication. The ground version of the SCR-522 in- 
cluded several additional components such as a power unit, antenna, and 
antenna mast. 

Power requirements for the SCR-522 are 28 volts d.c., at 11.5 amperes 
(maximum), with the PE-94A dynamotor furnishing the required "B" supply. 
Identical to the SCR-522, the SCR-542 operates from 14 volts dc., at 23 
amperes, and uses the PE-98A dynamotor. 

This set, consisting of an automatically-tuned, four-channel, crystal- 
controlled transmitter-receiver, operates in the range of 100 to 156 Mc. 
The frequency channels are determined by the four sets of crystals used. 
This frequency range covers many ofthe important services including air- 
port control, police, railroad, air navigation aids, facsimile, urban tele- 
phone, and of course the 144 to 148 Mc. amateur band. 

The complete SCR-522 Radio Set consists of the following components: 


TRANS WNUOE is oso Soe Sak ae we ees BC-625 
ReCerverte Stn es roster eee oe esl eee BC-624 
Dynamotoreygnit «40.54) 6 6. ee> » 2... PE-94A 

Rack 5 Selec s ok. obs saat sae awen ses FT-224 

CaSe Qiu. . oS + Sis teie te Sie ore Ags. 4:CS=80 

Contre? Box f. <0 atereke PR he ickae . BC-602 

Jack Boxes (for crew interphone)..... BC-629, BC-630, 

and BC-631 


The conversion of the SCR-522 for amateur use involves the two basic 
components, the transmitter, BC-625, and the receiver, BC-624. These 
will be discussed separately since it is generally preferable to use them 
as separate units for stationary operation. For mobile operation, the units 
may be replaced in their original case and operated from the original dy- 
namotor, PE-94A. 


Transmitter, BC-625: 


The conversion and modification of the BC-625 is discussed under the 
following section headings: 


(a) General Description and Operation 
(b) Circuit Changes 
(c) Power Supply 
(ad) Mechanical Modifications 
(a) General Description and Operation: 


This transmitter with only slight modification makes an excellent low- 


i 


power transmitter for either stationary or mobile use. With the recom- 
mended power supply, it will deliver 12 to 15 watts to the antenna; or it 
may be successfully used to drive a large power amplifier on 144 Mc. 
where higher power is desired. 

The transmitter tube complement consists of seven tubes, three of 
which comprise the modulator, and four in the RF section. 

Beginning with the RF section, VT-198A (6G6-G) is a modified Pierce 
crystal oscillator which doubles its frequency in the plate circuit. For 
operation in the 144-148 Mc, range, it is necessary to use a crystal fre- 
quency in the range of 8.0 to 8.255 Mc.; the power amplifier output is the 
18th harmonic of the crystal frequency. 

The plate output of the crystal oscillator, which is at 16 Mc., is 
tripled in the next stage to 48 Mc. This stage is the VT-134 (12A6) and 
drives the third stage, VT-118 (832), which also is atripler. This brings 
the frequency upto the final frequency of 144 Mc. The output of the second 
tripler is coupled into the final with the hair-pin type of tank tuned with a 
split-stator butterfly capacitor. The final power amplifier VT-118 (832) 
operates as a straight amplifier and is coupled to the antenna through a 
variable swinging link. . 

It will be noted upon inspection that all coils are of the silver-plated 
type. Another point worthy of mention, is that the antenna loading can be 
anything between 20 and 500 ohms. However, it will be most convenient to 
use 52 ohm coaxial cable which matches the receiver input impedance and 
which also is the most readily available on the surplus market. 

In some models of the SCR-522, a VT-199 (6SS7) stage is used as an 
RF indicator. This stage is connected as a diode and coupled with a pick- 
up loop into the final tank circuit. 

The modulator section of the transmitter consists of a speech ampli- 
fier, VT-199 (6SS7), which is driven by a carbon mike through the input 
transformer 158. This stage also acts as an audio oscillator when tone 
modulation is used. The speech amplifier in turn drives the push-pull 
modulators, VT-134's (12A6's), which modulate the plate and screen ofthe 
final RF amplifier and the screen of the driver stage through the modula- 
tion transformer 160. 


(b) Circuit Changes: 


Voice modulation with the existing modulator is accomplished with a 
Single or double button carbon mike through input transformer 158. If a 
Single button mike is used, only half of the transformer primary is used 
with the center-tap grounded as shown in fig. 1. If a crystal mike is con- 
sidered, it will be necessary to add an additional pre-amplifier to the mod- 
ulator input. This can be a conventional voltage amplifier using a high mu 
triode with a 12-volt heater such as the 12F5. An alternative approach is 
using the unnecessary RF indicator stage VT-199 (6SS7) rewired in the 
conventional manner as the pre-amplifier stage. 

The T-17, which is readily available on the surplus market, will oper- 
ate very Satisfactorily with the transmitter as a carbon mike. 

If modulated c-w operation is desired, in addition to voice, it can be 
easily obtained by keying the cathode circuit of the speech amplifier, 6SS7 
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(VT-199), when it operates as an audio oscillator. This is conveniently 
done by inserting a normally-closed-circuit keying jack in the cathode 
circuit as shown in fig. 1. It is also necessary to install a double-throw 
single-pole switch in the grid circuit of the 6587. This switch changes the 
operation of the normal speech amplifier to an audio oscillator, thus giving 
the audio tone necessary for ICW. This switch as shown in fig. 1 merely 
replaces the grid circuit contacts that formerly existed on relay No. 131. 

Since the mechanical tuning arrangement is removed from the trans- 
mitter and discarded as discussedin section (d), it is necessary to provide 
a crystal selector switch in order to utilize the different crystals. This is 
accomplished by a four-position single-pole switch as shown in fig.1. The 
switch is physically located onthe front panel as shown inthe panel layout, 
fig. 2. 

To facilitate tuning and operation, it is necessary to meter the plate 
and grid circuits in the conventional manner. This was accomplished by a 
switching arrangement and metering leads which were brought out to jacks 
for a Separate external meter. As shown in fig. 2, a O-1 d-c milliammeter 
can be mounted on the panel with the metering leads run directly to the 
meter. The selector switch shaft is then extended and controlled from the 
panel, 

Since metering is practically a necessity for tuning up a transmitter, 
the added meter is a worth-while addition that will complete and dress-up 
the appearance of the converted transmitter. 

After the BC-625 is converted and connected to the power supply, 
described in section (c), it can be tuned up on the 144 Mc band in the con- 
ventional manner. The following chart gives the resonant conditions of the 
different stages, using the O-1 milliammeter in the respective circuit po- 
sitions as selected by the metering selector switch: 


Sw. Pos. Circuit |Normal Meter} Actual Current| Full Scale 
Reading (ma) Represents 


1st freq. 
mult. plate 
2nd freq. 
mult. plate 
PA plate * 
Not used ** 
PA grid 
OFF (open 
position) 

* Adjust antenna loading. 
** Used on some models in conjunction with RF indicator, full 

scale represents 1 ma. 


The above data are the approximate values that can be expected when 
using a plate supply of 300 volts at approximately 260 ma. This represents 
approximately 20 watts input to the final which under normal conditions 
should give about 12 watts to the antenna. 
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(c) Power Supply: 


The power supply required to operate the BC-625 has to supply 12 
volts at 2.4 amperes for the heaters, and to supply a plate load of 260 ma. 
at 300 volts. A fixed negative bias of 150 volts is also required. 

ave easiest method for obtaining the bias voltage is from the bleeder 
which is tapped at ground thus giving the required bias voltage below 
ground potential. If this method is not convenient, the bias may be obtained 
from a battery source since the current drain is very low. 

A power supply designed to meet the above requirements is shown 
complete in fig. 3, and should be self-explanatory. It will be noted that the 
recommended rectifier tube operates very near its upper limit; however 
for normal transmitter use, it will operate very satisfactorily. 


(d) Mechanical Modifications: 


The mechanical modifications primarily pertain to the added panel 
with its associated controls as shown in fig. 2. In order to add the neces- 
sary tuning controls, it is necessary to disconnect the tuning capacitor 
Shafts from the ratchet tuning mechanism. It is not necessary to remove 
the ratchet assembly itself since the shaft extensions extend through this 
assembly. 

The panel used is of standard relay rack dimensions and is mounted 
to the transmitter chassis with 3 inch brackets. It carries all of the desig- 
nated controls as well as the O-1 milliammeter. 
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PARTS LIST 


Power transformer, STANCOR P-6315, 750v 
275ma 5 5V5 & 6.3V 

Filament transformer, 6.3v/2A 

5Z3 or 504 

Filter Choke, 10 h., 250 ma. 


Filter Condenser, 8 mfd, 600 v. 
Filter Condenser, 16 mfd, 600 v. 
Resistor, oF a ohms, 10 watt. 


Resistor, 75 
Fuse, 2 amp. 
t 


ohms, 5 watt. 
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Receiver, BC-624: 


As the receiver component of the SCR-522, the BC-624 lends itself 
nicely to conversion for the two meter enthusiasts. 

From the general description it becomes apparent that there is more 
required in converting the BC-624 than its companion component, the 
BC-625 transmitter. Even though the conversion appears difficult, it is 
generally considered a rather easy and interesting one tothe average ham. 

It will also be apparent that some of the described refinements are 
optional and not essential for putting the set into operation. However, in 
most instances, these optional features are incorporated as wellas a num- 
ber of the personal touches. This is not out of line in doing justice toa 
well designed receiver such as the BC-624 which will perform with best 
of them. 

The following topics of conversion will be discussed in detail with re- 
ferences to the schematic diagrams and drawings: 


(a) General Description and Operation 

(b) The HF Oscillator Circuit 

(c) Revamping the Second Detector and Adding the Noise Limiter 
(d) The First Audio and Addition of the "S'"-Meter 

(e) Adding the Second Audio, Power Amplifier Stage 

(f{) Power Supply for the BC-624 

(g) Tuning Mechanism 

(h) Mechanical Modifications and Panel Layout 

(i) Performance Information 


(a) General Description and Operation 


This receiver is a 10-tube superhet with an intermediate frequency of 
12 Mc. Inits military form it is a 4-channel receiver which has a preset 
tuning arrangement and a crystal-controlled high-frequency oscillator. 

The three principal models of the BC-624 are the BC-624A, the BC- 
624AM, and the BC-624C. The "A" model is the earlier model with the 
"AM" being the modified "A" model. This modification was the military 
improvement and consisted of an additional tube (12H6) installed under the 
chassis which functioned as a noise limiter and delayed AVC. The latest 
model is the "C", which incorporates several modifications over the ear - 
lier sets. These changes consist of an added "squelch" circuit andan extra 
audio stage. 

From the above information, it is apparent that the later models are 
the preferable ones since the addition of the noise limiter and AVC is an 
important improvement toward the receiver's operation. This modifica- 
tion was later made by the Army on almost all of the earlier sets. 

The existing tube line-up with their respective functions are as fol- 
lows: 


9003 (VT-203) First RF Amplifier 


9003 (VT-203) Mixer (first detector) 
12AH7GT (VT-207) Crystal Osc. and Audio Squelch 
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9002 (VT-202) Harmonic Generator 

9003 (VT-203) Harmonic Amplifier 

12SG7 (VT-209) First IF Amplifier 

12SG7 (VT-209) Second IF Amplifier 

12SG7 (VT-209) Third IF Amplifier 
12C8 (VT-169) Second Det., AVC, and First Audio 
12J5 (VT-135) Second Audio Amplifier 


(b) The HF Oscillator Circuit: 


The existing crystal oscillator operates on four preset crystal fre- 
quencies in the range of 8.0 to 8.7 Mc. The harmonic generator Selects 
the desired harmonic, (11th to the 18th) while the harmonic amplifier am- 
plifies the relatively weak harmonic frequency to usable strength for the 
mixer stage. | 

To obtain continuous coverage of the band, it is obvious that the oscil- 
lator must be changed from the crystal controlled type to the variable 
tuned type. This is accomplished by eliminating the existing crystal os- 
cillator stage and converting the harmonic generator to the variable-tuned 
HF oscillator. This becomes an easy matter sincethe harmonic generator 
tuning capacitor, 217B now becomes the new oscillator tuning capacitor. 

All four crystal circuits and the former oscillator circuit are elimina- 
ted in this change and can be removed to provide additional space. The 
circuit modification is self-explanatory from the before and after circuit 
diagrams in fig. 4* and fig. 5 respectively. 

For the required mechanical tuning arrangement of the oscillator, 
refer to section (g). 


(c) Revamping the Second Detector and Adding the Noise Limiter: 


As mentioned before, the later models of the BC-624 have the modifi- 
cation that incorporates the 12H6 (duo-diode) as the Second detector and 
the noise limiter. This stage is mounted on a bracket under the chassis. 
To add this modification to the earlier models, should it be necessary, it 
should be noted that the 12H6 replaces the, original 12C8 tube. From the 
modified schematic diagram, one half of the 12H6 serves as the detector 
and also furnishes AVC voltage in the conventional manner. The other 
half of the duo-diode serves as the noise limiter withits respective circuit 
and may be manually switched in or out. This stage should be wired as 
per the modified circuit as shown in fig. 5. 


(d) The First Audio and Addition of the "S'"-Meter: 


The former 12C8 tube location is used for the 12AH7, dual triode, one 
section of which serves as the first audio amplifier. This stage is coupled 
to the second detector output inthe conventional manner through a .5-meg. 
volume control. 

An optional feature which is frequently added to facilitate tuning and to 
estimate signal strength, is the 'S'-Meter. The circuit includes a 0-1 
milliampere meter which can be attractively added to the panel of the 


*For Fig. 4 - see pg. 66. 90 


receiver as shown inthe panel layout. This "S"-Meter differs from the 
more conventional type since it utilizes the AVC voltage for its operation. 
The AVC voltage controls the meter bridge circuit through the triode am- 
plifier, 12AH7 (second section). For manual adjustment of the meter de- 
flection, a 0.25-meg. potentiometer in the 12AH7's grid circuit is used to 
obtain the proper amount of the AVC voltage. A switch is provided in this 
circuit for switching the "S'-Meter in or out as desired. 

Another version of the above described "S'-Meter circuit incorporates 
the tuning-eye instead of the 0-1 millampere meter and the meter bridge 
circuit. This is primarily a tuning indicator and involves fewer parts and 
less expense if parts have to be purchased. 

The 12-volt version of the 6E5 (magic eye tube) is the 1629 (VT-138) 
and is readily obtainable on the surplus market. It can be conveniently 
mounted at the rear of the receiver panel projecting through the panel in 
the approximate location shown for the meter in fig. 6. 

Operation of the tuning-eye is directly controlled by the AVC voltage; 
however, due to the relatively low AVC voltage, the circuit shown below is 
recommended for optimum operation. 


1629 VOLTAGE 
DROPPING 
RESISTOR 


TO AV.C. BUSS TOS ce 


TO CATHODE 


OF 2ND DETECTOR 12 V. HEATER 


(e) Adding the Second Audio, Power Amplifier Stage: 


In order to obtain sufficient audio volume for speaker operation, the 
power output stage, 12A6, is added with the conventional plate-to-voice- 
coil output transformer. In the later models this stage would replace the 
existing second audio stage, (12J5). In the earlier models this stage can be 
located in place of the squelch transformer 295. The "squelch" circuit is 
generally not considered practical and is completely removed from the 
receiver to make room for added modifications. 

The audio power amplifier is coupled to the first audio amplifier 
(12AH7) in the normal R-C manner. Output transformer, 296, intended for 
headphone use (50, 300, and 4000 ohms) is replaced with a conventional 
plate-to-voice-coil output transformer. The impedance match for the 12A6 
_ from the PM speaker voice coil should be approximately 7500 ohms. 

It may be desired to add a closed circuit jackin the grid circuit ofthe 
power amplifier, 12A6, for headphone operation. Both jacks, first audio 
phones and second audio speaker, can be brought out to the panel of the 
receiver as shown in the panel layout. 
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(f{) Power Supply for the BC-624: 


The power requirements for this receiver are a plate potential of 300 


volts at 60 ma., and a 12-volt heater supply at approximately 1.7 amperes. 
A power supply for these requirements can be conveniently constructed as 
shown in fig. 5. A 70-ma. power transformer is used with the 5 and 6 volt 
windings connected in series, and using the 6X5 (cathode type) rectifier. 
Polarity of the two filament windings must be observed in order to avoid 
phase cancellation. This can be determined by experiment so as to obtain 
the correct additive voltage. The conventional filter is used with a stand- 
by switch placed in the center tap lead for use with the transmitter. 

Even thoughit is possible to build the power supply inside the receiver 
with careful layout of parts, it is considered preferable to keep itas a 
separate component with a connecting cable and plug to the receiver. If 
desired, the power supply OF F-ON switch may be located on the receiver 
panel with the leads brought out to the above mentioned power supply con- 
necting plug. 


(g) Tuning Mechanism: 


The manualtuning capacitor controls ofthe converted receiver involve 
the two-ganged capacitor which tunes the oscillator and the harmonic am- 
plifier, and the three-ganged, RF amplifier grid, the RF amplifier plate, 
and Mixer grid tuning capacitor. 

The original preset ratchet selector and tuning mechanism is not par- 
ticularly adaptable for ham operation and should be completely removed 
from the receiver chassis. This then makes available both shafts of the 
above mentioned tuning capacitors. 

Due to the highly compressed 2-Meter band, as appearing on the 
capacitor shafts, it is quite necessary to use considerable mechanical re- 
duction for manual tuning. This is particularly true for the oscillator 
tuning, Since the band appears ina very narrow sector ofits 90 degree 
rotation. 

For the three-ganged capacitor, the National velvet vernier dial, such 
as found in the surplus BC-375 tuning units, is quite satisfactory. This 
type of dial is quite compact and easy to use, being well appearing on the 
receiver panel. 

Due to the very narrow section in the oscillator tuning, it is apparent 
that even the National vernier dial is not sufficient reduction to afford 
practical tuning or dial calibration. For this problem there has appeared 
a variety of tuning arrangements that include both the electrical band 
spread method as well as the various mechanical methods. 

The electrical method is probably the most desirable but does involve 
considerable effort for installation. This is generally accomplished by 
using a Separate two-ganged condenser having only two or three plates per 
section, and connecting it in parallel with the existing condenser. 

Of the different mechanical reduction arrangements, this one as des- 
cribed below, is probably the most straight forward and fool-proof. It 
consists of the national, type 'A', vernier dial used in conjunction with a 
belt (dial cord) driven reduction. The dial cord and pulley arrangement is 
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- Supported between a frame-work consisting of two metal plates. This as- 
sembly is mounted directly on the receiver chassis, positioned to couple 
the drum to the oscillator capacitor shaft andto locate the tuning knob in a 
symmetrical position on the panel. The drawing in fig. 2 shows this as- 
sembly in detail. 

The described tuning assembly gives very satisfactory and smooth 
tuning reduction. This reduction will be such that the 144-Mc. band will 
be approximately 50 divisions on the 100 division vernier dial. Parts for 
the dial cord and pulley arrangement are easily madeor readily available. 


(h) Mechanical Modifications and Panel Layout: 


After the removal of the slider-ratchet tuning mechanism from the 
front ofthe receiver, brackets are madeto support the panel approximately 
3 inches from the front of the receiver. The 3-inch space between the 
panel and chassis is ample for the tuning reduction assembly and all of the 
other controls. 

If all the modifications listed herein are contemplated, the front panel 
will carry the two National dials, the "S"-Meter or tuning indicator, volume 
control, AVC switch, send-receive switch, "S'-Meter" switch (if used) 
noise limiter switch, and the power OFF-ON switch. 


(i) Performance Information: 


AS was originally true in the military version of the BC-624, the con- 
verted receiver should have a signal sensitivity of approximately 3 micro- 
volts for an audio signal to noise ratio of 10 dh. 

The receiver input is designed to operate from a 50-ohm antenna cir- 
cuit. Should higher impedance lines be used, it will be necessary to in- 
crease the number of turns on the antenna coupling coil. The increase of 
turns is small, being approximately 2-1/2 turns (total) required for a 600- 
ohm line. | 

Should a balanced antenna input be desired, the grounded side of the 
coupling coil should be lifted. 

It will be found thatthe modified high-frequency oscillator canbe tuned 
either 12 Mc above or below the incoming signal. After becoming exper- 
ienced with the tuning characteristics of the receiver, the operator should 
be able to use the preferable frequency (above or below) without difficulty. 

An interesting note in connection with the exceptional oscillator tuning 
range is, that by squeezing the RF and mixer coils slightly, the receiver 
will tune down to the 88-108 Mc. FM band. By utilizing the above and below 
tuning of the oscillator, as mentioned above, the FM band can be covered 
without sacrificing any of the 144-Mc., band, thus a total coverage from 88 
to 148 Mc. Since the IF band passis approximately 150kc., it can be made 
to operate nicely on FM by incorporating a limiter and discriminator 
circuit. | 

From the above information, the 2-meter enthusiast should be able to 
have, at a very nominal cost, a smooth operating and attractive receiver. 
The performance of this unit will be found to compare favorably with the 
best receivers of this type. 
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CONVERTING THE TBY TRANSCEIVER FOR CRYSTAL CONTROLLED 
OPERATION ON THE 10 AND 6 METER AMATEUR BANDS 


Introduction: 


The model TBY transmitter receiver was designed for the US Navy's 
landing operations. It is an ultra-portable unit, weighing less than 50 
pounds complete and comes equipped with a canvas carrying case that may 
be strapped to the back if desired. 

The unit is excellent for mobile or portable ppeuanoy and has a nom- 
inal power output of 1/2 watt. / 

The frequency range is from 28 to 80 Mc. and, as Sriginally used, was 
continuously variable over this range. However, the frequency stability, 
along with the fact that the tuning dials are not calibrated directly in fre- 
quency, makes it necessary to convert the unit toa crystal-controlled cir- 
cuit. 

The unit was built to operate from either a special battery pack or a 
combination vibrator-storage battery pack which clips onto the bottom of 
the Transmitter/Receiver unit. The special pack of batteries is not avail- 
able (at least not with fresh batteries) leaving the vibrator pack for prac- 
tical use. This supply consists of a 4-volt leak proof storage battery and 
a vibrator unit supplying 2.35, 3.3, 4.2, 8.6, and 158 volts. The storage 
battery will last about 15 hours and can be recharged from any standard 6 
volt charger or from a car battery. 

Upon purchase of the unit, the following accessories should be obtained: 


1. Combination vibrator-storage battery pack 
2. Whip Antenna (9 ft) 
3. Mike and Phones plus cables 


The original tube line up is as follows: 


(2) 958A's -- PP self excited oscillator 
Transmitter (1) 30 -- Tone generator 
(1) 1E7 -- PP modulators 
(1) 959 -- RF stage 
Receiver (1) 958A -- Super Regenerative Detector 
(1) 30 -- 1st audio (Same tube acts as tone genera- 
tor in xmtr.) 
(1) 1E7 -- PP audio (Same tube acts as modulator in 
3 xmttr.) 


Crystal Calibrator (1) 30 


Spare tubes usually come with the set, and a complete set of acces- | 
sories will come in handy if available. 


Conversion Procedure: 
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The actual conversion is quite simple. Only one change need be made 
in the circuit, but two additional tubes must be added as a crystal con- 
trolled oscillator and buffer. The one change necessary is that of lifting 
the grid leads of the two push-pull 958A tubes in the transmitter circuit 
from the turret coil assembly and running these leads out to the added 
stages. 

The added stage consists of a 184 crystal oscillator and a 958A buffer, 
To provide space for these circuits, the tube type 30 (directly behind the 
meter) is removed. This tube originally acted as a crystal calibrator and 
will not be needed now. 

The 184 crystal stage can be built on a small piece of bakelite and 
mounted in the space made available by removing the 30 tube. The 958A 
buffer can be mounted on an insulated plate alongside the detector shield 
can. The smallest components possible should be used, as space is ata 
premium, but the construction can be accomplished by careful planning and 
a little ingenuity . j 

The circuits in Fig. 1 and 2 are self-explanatory, and only the dotted 
components need be added. The crystal for the oscillator should be in the 
range of 7125-7425 kc. for the 10-meter phone band, and in the range 8333 
-9000 kc. for the 6-meter band. 

The complete schematic is also included with this article for informa- 
tion. 

The coil data is as follows (per Fig. 2): 


L1 (28 Mc.) -- 14 turns of #16 enameled 5/8" inside 
diameter, air wd. 

L1 (50 Mc.) -- 6 turns of #16 enameled 5/8" inside 
diameter 1" long 


L2 -- 14 turns #16 enameled, close wound on 1" 
form 
L3, L4 -- 8 turns each of #20 DCC and the two wound 


side by side on 1" form. 
Note: C6 need not be touched after initial adjustment (not critical). 
Operation: 


The meter indicates either filament voltage or plate current, depending 
upon the switch position. Originally, the unit was designed so that both 
these readings were normal when the meter read mid-scale. However, 
with the additional stages (154 and 958A) the readings will be higher than 
midscale and should read about 3/4 scale on plate current. Adjust the 
volume of the receiver to mid position and advance the regeneration con- 
trol until a definite rushing or hissing sound is heard. Adjust the REC 
ANT tuning to resonance and when a Signal is heard, readjust the REGN 
control to a point just above where the rushing sound starts. The trans- 
mitter is tuned as any conventional one, and now that the OSC is crystal 
controlled, a pronounced dipin plate current will indicate resonance onthe 
meter. This should occur about 3/4 up the meter scale. 

Although the power output is low, this unit will surprise you and is 
well worth the cost. 
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PARTS LIST FOR ADDED STAGES 
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PE-103A DYNAMOTOR 


The PE-103A Dynamotor will deliver 160 ma. at 500 volts from either 
a 6 or 12 volt battery. The battery drain when used on a 6-volt battery is 
approximately 22 amps and when used on a 12-volt battery is approximate- 
ly 1l amps. (This assumes that the full load of 160 ma. is being drawn.) 
Under no-load conditions the battery drain is approximately 5 amps. Ac- 
tually the unit will deliver much more than its rated current. 


The lower housing of the unit contains filter components and circuit 
breakers for overload protection as follows: 


Right 40 Amps (Dynamo primary overload) 
Center .22 Amps (High-voltage overload) 
Left 7.5 Amps (Control and filament overload) 


A switch located on top of the housing under a protective cap can be 
set for either 6 or 12 volt operation. 


When used on a 6-volt battery, the green-white wire from the rotary 
switch "3-S-1" should be removed to prevent a small drain when the unit is 
not in operation. (This lead is in a relay circuit for the 12-volt section.) 


The pin connections are as follows: 


1- Not used. 

2- Not used. 

3- Negative 6 volts through relay. 

4- Start coil. 

o- Common, positive 6 volts and negative 500 volts. 
6- Not used. 

7- Negative 6 volts. 

8- Positive 500 volts. 


For typical operation using a 6-volt battery with positive gnd: 


Connect terminal 5 to ground. 

Turn switch on top to 6-volt position. 

Start dynamo by connecting terminal 4 to ground. 

A minus will appear at terminal 3 (A plus is ground). 
B plus will appear at terminal 8 (B minus is ground). 


Connections for 255 volts at 80 ma: 


By connecting the armature for 12 volts and actually running it on 6 
volts, and running the six-volt field directly from the battery, the no-load 
current is 3 amps. This will give an output of 255 volts at 80 ma., but 
under loaded conditions the drain is only about 7 amps. This provides ex- 
cellent efficiency andby throwing the 12v-6v switch, power maybe stepped 
up. 
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General Notes On Dynamotors: 


Dynamotors intended for 12 volts can be operated at 6 volts by con- 
necting the field coils in parallel instead of in series (watch polarity). 
Under these conditions the output voltage will be cut in half, 

Parallel connection for the field coils of 24 volt dynamotors will nor- 
mally allow operation from 6 volts but with only a quarter of the normal 
output voltage. 


5.45 
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CONVERTING THE 1068A OR 1161A RECEIVER 
TO 144-148 MC. (2 METERS) 


Introduction: 


These receivers were designed originally for the US Army and were 
used as IFF receiversin conjunction with the SCR268-271 series of Radar 
equipment. 

The receiver comes complete in an olive-drab steel case which is ap- 
proximately 16" x 16" x 10" and weighs about 75 lbs. It contains a built in 
110-volt AC power supply and covers the range of 155 to 200 Mc. before 
conversion. 

The IF transformers are normally stagger tuned with the center on 
11 Mc., and have a band width of approximately 4 Mc. 

The unit contains 14 tubes, used as follows: 


6SH7 ist RF Amp. -no VT No. 
6SH7 2nd RF Amp. -no VT No. 
9006 1st Det. (Mod) -no VT No. 
6J5 Osc. - VT 94 

6AC7 1st IF Amp. -VT 112 
6AC7 2ndIF Amp. -VT 112 
6AC7 3rdIF Amp. -VT 112 
6AB7 4th IF Amp. -VT 176 
6AB7 5th IF Amp. -VT 176 

6H6 2nd Det. -VT 90 

6SH7T Video Amp. -no VT No. 
6SN7 Output Amp. -VT 231 
6E5G Tuning Indicator -VT 215 
5U4G Rectifier -VT 244 


Conversion Instructions: 
The conversion will be discussed under the following headings: 


(a) Preliminary Steps 
(b) RF Modifications 
(c) AF Modifications 
(d) IF Modifications 
(e) General notes 


(a) Preliminary Steps: 


The first step necessary in converting the unit for 2 meter operation, 
is to replace the 3 connectors (123-124-125) on the rear of the chassis 
with more suitable ones. Connector 123 can be replaced with a female 
coaxial chassis plug, 124 with any standard AC connector, such as an 
Amphenol 61-M-10, and 125 can be replaced with a standard phone jack 
(for the loudspeaker). 
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The spare-fuse holder and automatic pilot-lamp switch should be re- 
moved from the front panel. The wires from the pilot lamps which were 
removed from the automatic pilot-lamp switch are soldered together and 
Should be connected to the heater circuit. The B plus lead to the tuning 
indicator tube which was also removed from the switch is soldered to the 
lead coming from the tuning eye tube. 


(b) RF Modifications: 


The two RF stages and first detector must be changed to tune the 144- 
148 Mc. range. This is done by decreasing the Spacing between turns on 
the 3 coils concerned (do not change the oscillator coil). This will increase 
the inductance and should be sufficient. However, if necessary, small 10- 
mmid. trimmers canbe shunted acrossthe 3 coils. Be careful so as to not 
damage the coil windings, and don't allow the turns to touch and short out. 

If band-spread tuning is desired on the 2-meter band, a small 2-plate 
midget variable capacitor may be mounted beneath the chassis near the 
oscillator coil. The shaft for this capacitor is inserted in the hole pro- 
vided by removal of the automatic pilot-lamp switch. 


(c) AF Modifications: 


Replace resistor 67-2 (video amplifier grid resistor) with a 500,000 
ohm pot. (arm of pot. goes to grid of the video amplifier). This will allow 
control of the audio gain. This pot. can be mounted in one of the holes in 
the front panel. The pot. should be of the type with a switch on the back 
which is used as the AC switch in place of the present one, which can now 
be used as a standby switch by placing it in series with the center tap of 
the HV power transformer winding. 


(d) IF Modifications: 


A 5000-ohm wire-wound pot. (used as a rheostat) is installed in a 
Spare hole and used as an IF gain control. The center arm is grounded 
and one side is connected to the "B" wire on plug 125 (see diagram). 


(e) General Notes: 


The RF gain can be increased by replacing the RF tubes with the 
WE717 type and also by replacing the loading resistors across the IF 
transformer windings (secondary) with 100,000 ohm resistors. This will 
narrow the IF band pass and increase the gain. 

In addition, an S meter (0-1 ma.) can be connected to the phone jack 
marked "IF amp. out" and calibrated in S units. 

The receiver is aligned in the usual manner and can be done on a good 
local signal. 

If the audio gain is not adequate, it may be advisable to replace the 
6SN7 output stage with another consisting of a 6SJ7 and 6V6 or 6K6. 
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Diagram of audio modification. The 6SH7 and 6SN7 (VT231) are eliminated 
and this circuit inserted in their place. 
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BC-1161A RECEIVER(Before conversion) 
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ADF 


AM-26/21C 


APA-10 


APN-1 


APN-4 


R65/APN-9 


APQ-9 


RT34/APS-13 


APS-15 


APT-5 


ARB 


ARC-4 


"ELECTRONIC SURPLUS INDEX" 


Navy receiver, 15 to 1750 kc., in 6 bands, 8 tubes - (3) 
6D6, (2) 76, (2) 6C6, (1) 41. 


Interphone Amplifier containing (2) 12J5, (2) 12A6 tubes, 
designed for use from 28-volt DC dynamotor. 


Pan-Oscillo Receiver: is 115vAC operated and contains 
panoramic adapter with IF of 405-505 ke., 4.75 to 5.75 
Mc., and 29 to 31 Mc. 


Altimeter: 418-462 Mc. Transmitter and Receiver which 
measures 3 to 4000 feet altitude, weighs 25 Ibs. and is 
18" x 9"x 7", Designed to operate from 28 volts DC and 
contains the following tubes: (4) 12SH7, (3) 12S]7, (2) 
12H6, (1) VR 150, (2) 955, (2) 9004, 


Radar Oscilloscope containing 25 tubes, 18" x 9" x ie. 
and weighs 50 lbs. 


Loran Indicator and Receiver containing 35 tubes and 3" 
scope. 110 volts, 400 cycles. 


VHF Radar. 


Transmitter and Receiver containing following tubes: 
(5) 6J6, (9) GAGS, (1) VR 150, (2) 2D21. 410-420 Mc. 
30 Mc. IF Freq. 


Radar set, 45 tubes, 3 meters, four 115 volt 400 cycle 
Supplies, multivibrators, 5" and 2" scopes. 


Transmitter - 1500 Mc., uses 115VAC filaments, no plate 
supply included, (2) 6AC7, (1) 6L6, (2) 829, (1) 931A, 
(1) 522, (1) 6AG7. 


Navy 4-band receiver, 195 to 9 Mc., uses (1) 12SA7, (4) 
12SF7, (1) 12A6, weighs 28 lbs., and is 6" x 7" x 15". 


Transmitter and Receiver using 4 crystal Channels, in 


140 Mc. range for 24 or 12 volt DC operation. Trans- 
mitter has 7 tubes. Receiver has 13 tubes. 
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ARC-5 Navy aircraft equipment: 


Receivers: Transmitters Modulator is 
190 to 550 ke. 500 to 800 kc. MD-7/ARC5 
1.5 to 3 Mc. 800 to 1300 kc. 2-1625's 


3 to 6 Mc. 1.3 to 2.1 Mc. 
6 to 9.1 Mc. 3 to 4 Mc. 
4 to 5.3 Mc. 
5.3 to 7 Mc. 
7 to 9.1 Mc. 
100 to 156 Mc. 
ARC-429 2 band receiver, 201 to 400 Kcs and 2500 to 4700 Kcs 
(aircraft). 
ARC-429A 2 band receiver, 201 to 400 Kcs and 4150 to 7700 Kes 
(aircraft). 


R-89/ARN-5A Glide Path Receiver 
11 tube superhet on 332 to 335 Mcs 
fixed tuning 
Glide path receiver 


(7) 6AG5 
(1) 12SR7 Crystal frequencies are: 
(2) 12SN7 | 332.6 Mcs 
(1) 28D7 a33\5°¢"" 
235.0%;"" 
weighs 12 lbs. 
size 13" x 5" x 6" 
R-5/ARN-7 Radio Compass Receiver - covers 200 to 1750 Kcs 


in 3 bands with 17 tubes. 


ART-13, or ATC Collins Auto tune transmitter: 2 to 18.1 Mcs in 11 | 
channels, weighing 70 lbs. and is 23" x 13" x 11" 150 | 
watts voice, cw or mcw. Uses 813 in final and 811's 
in PP modulator. v.f.o. and crystal calibrator. 


ASB Radar equipment, 515 Mc. 

ATD Aircraft transmitter - 540 to 9050 Kcs CW or Phone | 
requires 380 volts and 1000 volts DC. | 
RF osc - 6L6 6SL7 speech PP 6L6 mod. 
RF amp - 814  ~=6L6 driver Designed for dyna- 
Weight 75 lbs. size 11" x 12" x 21" motor operation 

AVT-112A Aircraft transmitter - 2500 to 6500 Kcs Phone, operates 
from 6, 12, or 24 volt source. Has 6 tubes and weighs 


6 lbs. “o- 
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B-19 


BC-191 


BC-221 


BC-222 


BC-223AX 


BC-224 


BC-306A 


 BC-312 


BC-314 
BC-322 
BC-342 


BC-344 


BC-348 


Mark II Transmitter and receiver covering 40 to 80 
meter bands. 


Same as 375E transmitter except operates on 12 or 14 
volts. 


Frequency meter: Up to 125th harmonic. Basic frequen- 
cy is 125 to 250 Kcs and 2000 to 4000 Kcs. Better than 
.005% accurate. 


Receiver/Transmitter. 28-38 Mcs and 38-52 Mcs. 
Similar to BC-322. 


Transmitter, covering medium frequencies. Uses 801 
Osc, 801 Pa (2) 46 Mod, (1) 46 SP amp. 10 to 30 watts 
output on tone, voice or CW 4 crystal frequencies and 
master oscillator on switch. 
3 coils, TU 17A 2000 to 3000 Kcs 

"18 3000 to 4500 Kes 

" 25 3500 to 5250 Kes 
Black wrinkle case with 2 separate cases for spare coils. 


Receiver, 200 to 500 Kcs and 1500 to 18,000 Kes. 
Operates from 14 volt dynamotor (identical with BC-348 
except for input voltage ). 


Antenna tuning unit for BC-375 transmitter. Operates 
from 150 to 800 Kcs. 


Receiver - 1500 to 18,000 Kcs. Uses 9 tubes with 2 RF 
stages. (4) 6K7, (1) 6L7, (2) 6C5, (1) 6R7, (1) 6F6. 


Same as BC-312 except covers 150-1500 Kes. 
Receiver/Transmitter 52-65 Mcs. 
Same as BC-312 except will operate on 115 VAC. 


Similar to BC-312 except covers 150 to 1500 Kcs and is 
115 VAC operated. 


Receiver - 1500 to 18,000 Kcs and 200 to 500 Kcs. Auto- 
matic noise compensator (neon). Output 300 or 4000 
ohms. Crystal filter, AVC-MVC-BFO. 

Ist RF 6K7 

2nd RF 6K7 

RF Osc 6C5 

Ist Det 6J7 

[st IF 6K7 

2nd IF & CW Osc 6F7 
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BC-357] 


BC-375 


BC-403 


BC-404 


BC-406 


BC-412 
BC-450A 


BC-453A 


3rd IF & 2nd Det 6B8 
Audio 41 
Operates from 28 volts DC 


Beacon Receiver for 75 Mcs. 


Transmitter - 150 watts output, 200 to 12000 Kcs (less 
BC), 211 Osc, 211 RF amp, 10 Speech amp, (2) 211 PP 
modulators, 5 tuning units as follows: 
TU 5B 1500 to 3000 Kcs 

"6B 3000 to 4500 " 

"7B 4500 to 6200 " 

" 8B 6200 to 7700 " 

"10B 10,000 to 12,500 Kes 


Radar oscilloscope, 5" scope 115 volt 60 cycles opera- 
tion, component of SCR-270 and 271. 


Radar receiver for SCR-270 and 271, 102 to 110 Mcs, 12 
tubes, operates from 115 volts 60 cycles. 


Receiver from SCR-268 unit covering 201 to 210 Mcs, 
with 15 tubes and 115 VAC operated. 


Oscilloscope from SCR-268 radar. 
Control box for 453A type receivers. 


Army aircraft receiver: This is merely one of a group 
in this series. The receivers are of all aluminum con- 
struction weighing about 6 lbs. and are approximately 5" 

x 8" x 12", Power required is 250 volts at 50 ma and 25.2 
ealté at .45 A. Receivers have hi and low impedance out- 
put (300 or 4000 ohms) and are for voice, mew or cw. 


Tubes contained are (3) 12SK7 
(1) 12SR7 
(1) 12A6 
(1) 12K8 


BC-453A covers 190 to 550 Kes 
454A covers 3 to 6 Mcs 
455A covers 6 to 9.1 Mcs 


The 274N command set consists of 3 receivers, 2 trans- 
mitters, 4 dynamotors, 1 modulator, 2 control boxes, 
and ant coupling and total of 26 tubes. Receivers cover 
190 to 550 Kes, 3 to 6 Mcs and 6 to 9.1 Mcs. 
Transmitters cover 3-4 Mcs and 4 to 5.3 Mcs. 
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BC-454A 
BC-455A 
BC-456A 
BC-457A 


BC-458A 
BC-459A 
BC-603 


BC-604 


BC-620A 


BC-624 


BC-645 


See data on BC-453A. 
See data on BC-453A. 
Is modulator unit for BC-457A Series transmitters. 


Series Transmitters are designed for use with BC-453A 
Series receivers in Army aircraft and are similar in 
appearance but slightly larger. Rated output is 30-40 
watts. Have directly calibrated vernier dial and contain 
the following tubes: 


(2) 1625 PA 

(1) 1626 Osc 

(1) 1629 Tuning Indicator 

All units have crystal for check on calibration. 
BC-457A 4 to 5.3 Mcs (Crystal 4600 Kcs) 


BC-458A 5.3 to7Mcs (_ " 6200 Kcs) 
BC-459A 7to9.1Mcs (_ " 8000 Kcs) 
BC-696 3to4 Mes (_ " 3500 Kcs) 


See BC-457A., 
See BC-457A. 


10 channel FM receiver using push buttons or manual 20 
to 30 Mcs, Superhet, BFO, 12 volt operation. 10 tube. 


10 channel FM transmitter push button or manual 20 to 
30 Mcs using 1625 final with 20 watts output for 12 volt 
operation. 8 tubes. 


Transmitter and Receiver covering 20 to 27.9 Mcs 
Crystal controlled FM with 13 tubes. 


(4) 1LN5 (4) 1299 

(1) 1LC6 (1) 1294 

(1) 1LH4 

(2) 1291 Weighs 38 lbs. 


Receiver component of SCR-522, 10 tube superhet. 


Transmitter and Receiver (IFF). 
435 to 500 Mcs with 15 tubes. 
400 volts at 135 ma required plus 9 volts at 1.2 Amp AC. 


(4) 7F7 (2) 955 

a lia (1) 316A 

2 E 

(2) 6F6 Weighs 25 lbs. 
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BC-653A Transmitter - 100 watts CW, 22 watts phone. 
2 to 4.5 Mcs 
807 buffer 
(2) 1613 MO and Mod 
(2) 814 Final 


BC-654A Transmitter and Receiver. 
3800 to 5800 Kcs 
Calibration every 10 Kcs 
200 Kcs crystal for check points 
Power output is 12 watts voice or 25 watts CW 
7 tube superhet receiver using (3) 1N5, (1) 1A7, 
(2) 3Q5, (1) 1H5 
6 tube transmitter uses (2) 307A in final 
Requires 1.5 volts, 45 volts, 90 volts for receiver 
Requires 1.5 volts, 6 volts, 51 volts, 84 volts, and 500 
volts for transmitter. 
Operates from PE 103A dynamotor. 


BC-659 Transmitter and Receiver. 
FM voice only 
27 to 38.9 Mcs 
Crystal controlled 
2 watt output 
battery operated 


BC-684/683 Transmitter and Receiver. 
FM units 
Receiver uses 9 tubes in 10 channels (push buttons) 
Transmitter uses 8 tubes in 10 channels(" _"___+) 


35 watt output 
27 to 38.9 Mcs 


BC-696 See BC-457A. 

BC-701 VHF receiver, 170 to 180 Mcs,. IF freq. is 30.5 Mcs, 11 
tubes, self contained power supply. 

BC-704A Radar indicator unit, part of SCR-521. 
(4) 6AC7 (1) 5BP1 
(3) 6H6 

BC-728 Push button receiver. : 
2-5 Mcs : . 
2 or 6 volts 
6 tubes 

BC-733D Localizer Receiver. 


Blind landing equipment with 6 Crystal frequencies. 
108 to 120 Mcs with 10 tubes. 
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BC-788 


BC-929 


BC-939 


BC-946B 


BC-947A 


BC-966A 


BC-1023A 


BC-1068A 


BC-1072A 


BC-1161A 


(3) 717A (2) 12SG7 


12SQ7 12AH7 
12A6 (2) 12SR7 
Receiver. 


420 to 450 Mc. 
6 IF stages using 6AG5's 
30 Mcs broad band width 


Army radar oscilloscope, 110 volts, 400 cycle. 
Antenna tuning unit for BC-610 transmitter. 
See BC-453A receivers - covers 520 to 1500 Kes. 


UHF transmitter. 
3000 Mcs 
115 volt AC operation with blower 


IFF, approximately 2 meters, 14 tubes, 350 volt dyna- 
motor with 12 volt input. 


Marker Beacon Receiver. 
75 Mcs using 6S07, 6U6G, 6SC7, 12SH7 
12 or 24 volt DC operation 


Receiver (see BC-1161A). 


Transmitter: 

115 volt AC operation 
150 to 200 Mcs 

11 tubes 


Receiver used with 1072A transmitter. 

115 volt AC operation with 14 tubes 

10" x 16" x 15" 

1- 6SN7 Cathode follower IF Band Pass is 4 Mc 
1- 6H6 2nd Det. 

2- 6SH7 1st and 2nd RF 

1- 6SH7 Video amp 

3- 6AC7 Ist, 2nd and 3rd IF 

2- 6AB7 4th, 5th IF 


1- 9006 Mod. 
1- 6J5 Osc. 
1- 5U4G Rect. 


1- 6E5 tuning ind. 
Component of RC 150 IFF 
Same as BC-1068A 
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BC-1206C Setchell Carlson Beacon Receiver: 
(2) 25L6, 6SK7, 6SF7, 6SA7, 6K7 
195 or 420 Kcs 
Weighs 4 lbs., 4" x 4" x 6-5/8" 


BC-1267 Transmitter and receiver, 154 to 186 Mcs. 
1 KW pulse oscillator 


superhet circuit, 2 RF stages, and 5 stagger tuned IF's “wm. - 


BD-77Km Dynamotor, input 14 volts DC, output 1000 volts at 350 
ma. Used with BC-191. 


C-1 Auto Pilot Amplifier. 
For radio controlled models etc. 
(3) 7F7 Amps. 
(3) 7N7 Signal discriminators 
(1) 7Y4 Rectifier 


CCT-46077 Transmitter: 2-20 Mcs, 12 Volt input. 30 Ibs. 
Unit of RBM-2 Equipment. 


CRV-46151 Aircraft receiver. 
4 bands covering 195 to 9,050 Kes. 
6 tube superhet 


DAG-33A Dynamotor, input 18 volts DC, output 450 volts DC at 
60 ma. 
DM-21 Dynamotor, input 14 volts DC, output 235 volts at 
90 ma. 
DM-33A Dynamotor, input 28 volts DC, output 540 volts DC at 
250 ma. (Power supply for modulator of SCR-274N series.) 
EE-8 Field telephone. 
GF-11 Equipment consists of: 


CW 52063A Transmitter 

CW 52014 Transmitter base 

CW 23097 Transmitter control box 
CW 23098 Extension control box 
CW 23049 Relay unit 

CW 47092 Coil set 


GO-9 Transmitter with power supply, 200 to 18.100 Kes, 115 
volt, 800 cycles. 803 final, v.f.o., 150 watt. 


GP-7 Navy transmitter, 125 watts, 350 to 9050 Kcs with plug-in 
tuning units. 
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PC-77 


PE-73CM 


PE-86 


PE-101C 


PE-103A 


PE-104 


PE-109 


PRS-1 
RAK-7 


RA-20 
RA-38 


RA-58A 


RA-63A 


RA-105 


RAX-1 


RC-150 


Dynamotor, input 12 volts DC, output 175 volts at 100 ma 
and 500 volts at 50 ma. 


Dynamotor, input 28 volts, output 1000 volts at 350 ma, 
used with BC-375, 


Dynamotor, input 28 volts DC, output 250 volts DC at 60 
ma. 


Dynamotor, input 12 or 24 volts, output 800 volts at 20 ma 
and 400 volts at 135 ma, plus 9 volts at 1.1 amps. Used 
with BC-645, 


Dynamotor, 500 volts at 160 ma from either 6 or 12 volts 
DC. 


Dynamotor, 90 volts at 50 ma from 6 or 12 volts DC input. 


Direct current power plant. Gasoline engine driven gen- 
erator, has 32 volt output at 2000 watts. 


Mine detector. 


Navy Receiver. 
9 tubes, 115 volt AC operation 
6 bands 15 Kc to 600 Kc 


115 v. 60 cycle power supply for BC-312, BC-342. 


Rectifier, 15 KVA, output is 15 KV at 500 ma, variable, 
weight 2040 lbs., 63" x 54" x 57", 


Hi voltage supply. 
900 to 15,000 volt continuously variable at 35 ma for 
breakdown tests, 115 volt AC operation. 


Rectifier, input 115 volts at 60 cycles, output 12 volts at 
8 amps. 


Rectifier, 117 volt, 60 cycles input, output is 2000 volts, 
610 v, 415 v, 300 v, 200 v, all DC plus 6.3 volts AC. 
Weighs 119 Ibs. and is 10" x 24" x 19", 


Receiver combination. 

#1- 4 bands from 200 to 1500 Kcs 
#2- 4 bands from 1500 to 9000 
#3- 5 bands from 7 to 27 Mcs 
Operates from 24 volt dynamotor 


IFF equipment, used with SCR-270 and 271. 
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RC-188A 


RL-9 


RT-1248 


RU-16/GF-11 


SCR-195 


SCR-269F 


SCR-274N 


SCR-474 


SCR-522 


IFF equipment, 157 to 185 Mcs, Transmitter/Receiver 
indicator, 62 tubes, operates from 110 volts, 60 cycles. 


Interphone amplifier from 24 volt DC dynamotor. 


GE transmitter and receiver. 

435 to 500 Mcs 

20 watts out 

5 tubes using WE 316A final 

Receiver uses 10 tubes 955 1st Det, 955 Osc, (3) 
TH? IFs, 7E6, TH7 

12 volts required 


Transmitter - Receiver. 

3000 to 4525 and 6000 to 9050 Kcs Transmitter 
195 to 13,575 KC receiver 

12 watt voice or CW 

100 lbs. and 13" x 31" 


Transceiver Walkie-Talkie. 

52.8 to 65.8 Mcs 

27 lbs. with knapsack 

29 mile range 

handset and spare parts plus antenna (telescope) 


Radio compass. 
17 tube superhet receiver 
200 to 1750 Kcs in 3 bands 


Command set composed of 453A ‘series receivers and 
457A transmitters (see those listings). 


Portable transmitter and receiver, covering 40 and 80 
meter bands, 1 volt tubes in receiver. Has 6V6 v.f.o., 
6V6 power amp., and 6V6 modulator. 


Transmitter and Receiver: 
100 to 156 Mcs 

12 watts output on voice 

4 crystal frequencies 

antenna is AN-104-B 1/4 wave 
Transmitter alone is BC-625 
Receiver is BC-624 


Tubes used: (2) 832 (1) 9002 
(3) 12A6 (3) 9003 
(1) 6G6 (1) 12AH7 
(2) 6SS7 (3) 12SG7 
(1) 1235 ) 
(1) 12C8 


SCR-536 Walkie Talkie. 
* 1- 1R5 
1- 14 
1- 185 
2- 354 


SCR-578 Gibson girl transmitter. Automatic SOS for sea rescue. 


SCR-625 Mine detector. 
Balanced inductance bridge with 1000 cycle osc. 
2 tube amplifier 1G6 and 1N5 
2 flashlight batteries plus 100 volts B battery weighs 
15 lbs. 


SPR-2A Receiver. 
Superhet 1000 to 3100 Mcs 
2C40 UHF osc. 
115 VAC operation 
15 tubes. Weighs 15 lbs. and is 8" x 10" x 23" 


T-17B Carbon hand mike, 200 ohms single button press to talk. 
TA-12 Bendix 100 watt transmitter; v.f.o., par 807 final. 
TBW Transmitter, similar to GO-9. 


3-18,100 kc., 150 watts. 


TBY Transmitter/Receiver 28-80 Mcs, Voice and MCW 
| Output 1/2 watt. Portable. 3 


TCS-9 Transmitter and Receiver, 25 watt output. 
1500 to 12,000 Kcs 
115 Volts AC 
Crystals or VFO 


TU-5B, 6B, etc. Tuning units for BC-375 Transmitter (see listing of 
BC-375). 


I-152AM Radio altimeter indicator. 
3 each 6AG5, 2X2, 3DP1, operates from 110 volts, 
400 cycles. 

I-122A Signal generator, self contained, 115 volts 60 cycle 
supply, with crystal calibrator, 8-15 Mcs and 150- 
230 Mcs, with harmonics covers 8 to 308 Mcs. 


1-233 Range calibrator. 
(2) 6GSN7, (2) 6L6, (2) 6V6, (1) 6SJ7, (1) 5Y3. 


602A-41 Amplifier 2 stage RF amp for UHF. 
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CROSS INDEX OF ARMY VT NUMBERS AND COMMERCIAL NUMBERS 
Tube Listings by VT Numbers 


NI Commercial VT Commercial VT Commercial 
Number Number Number Number Number Number 
VT-1 WE-203A** | VT-43 845 VT-88  6R7 
VT-2 WE-205B Vide 32 VT-88A 6RI7G 
VT-3 * VT-45 45 VT-88B 6R7GT 
VT-4A** VT-46 866 VT-89 89 ! 
VT-4B 211 VT-46A 866A VT-90 6H6 | 
VT-4C JAN 211 VT-47 = 47 VT-90A 6H6GT 
VT-5 WE-215A VT-48 41 VT-91 67 . 
VT-6 212A** VT-49 39/44 VT-91A 6J7GT | 
VT-7 WX-12** VT-50 50 VT-92 6Q7 
VT-8  UV-204** |VT-51 841 VT-92A* 6Q7G 
VE-10 5. es VT-52 45 spec VT-93 6B8 
VT-11  ** ViP=583° 2077-494) VT-93A 6B8G | 
VT-12 ** VT- VT-94 65 | 
VE-130 4#* VT-54 34 VT-94A 6]5G 
VT-14.¥* VT-55 865 VT-94B  6]J5 spec selec | 
VT-16 ** VT-56 56 VT-94C .6]5G "7m 2 
VT-17 860 VT-57.....57 VT-94D 6J5GT ! 
VT-18  ** VT-58 58 VT-95 2A3 
VT-19 861 VT-60 850 VT-96 6N7 | 
VT-20 ** VT-62  801,801A VT-96B 6N7 spec selec 
VT-21 ** VT-63 46 VT-97 5W4 
VT-22 204A VT-64 800 VT-98  6U5/6G5 
VT-23 -** VT-65  6C5 VT-99  6F8G 
VT-24 864 VT-65A 6C5G VT-100 807 | 
VT225. 5-410 VT-66 6F6 VT-100A 807 mod | 
VT-25A 10 spec VT-66A 6F6G VT-101 837 7 
VT-26 22 VT-67 30 spec VT-102 canceled 
VE-27 80 VT-68  6B7 VT-103 6SQ7 
Vieoe 9-24 244 VT-69  6D6 VT-104 12SQ7 
WiPn9o: |. 2g VT-70 6F7 VT-105 6SC7 2 
VT30 77. .01-A Visi2u:c 242 VT-106 803 | 
a es a VI-WSin- 843 VT-107 6V6 
VT-32 ** VT-74. 524 VT-107A 6V6GT 
VES. 38 1a ey ey VT-107B 6V6G 
VI-345. 207 VT-76°.4 %6 VT-108 450TH 
VT-35 35/51 4 iy ay eet VT-109 2051 
VT-36 36 VTu78) 376 VT-111 5BP4/1802P4 
VERT Aaok VT-80 80 VT-112 6AC7/1852 
VTres. 36 VT 8S: ans VT-114 5T4 
VT-39 869 VT-84 84/624 VT-115 6L6 
VT-39A 869A VT-86 6K7 VT-115A 6L6G 
VT-40 40 VT-86A 6K7G VT-116 68]7 
VT-41 851 VT-86B 6K7GT VT-116A 6SJ7GT 
VT-42 se a7e Vise a iwaled VT-116B 6SJ7Y 
VT-42A 872A spec |VT-87A 6L7G VT-117  6SK7 
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CROSS INDEX OF ARMY VT NUMBERS AND COMMERCIAL NUMBERS 
Tube Listings by VT Numbers 


VT Commercial 
Number Number 
VT-117A 6SK7GT 
VT-118 832 
VT-119 2X2/879 
VT-120 954 
VT-121 955 
VT-122 530 
VT-123 RCA A-5586 

Superceded by VT-128 
VT-124 1A5GT 
VT-125 1C5GT 
VT-126 6X5 
VT-126A 6X5G 
VT-126B 6X5GT 
VT-127 spec tube 
VT-127A =" i 
VT-128 1630(A5588) 
VT-129 304TL 
VT-130 250TL 
VT-131 12SK7 
VT-132 12K8 spec 
VT-133 12SR7 
VT-134 12A6 
VT-135 12J5GT 
VT-135A 12J5 
VT-136 1625 
VT-137 1626 
VT-138 1629 
VT-139 VR-150/30 
VT-140* 1628 

 VT-141 531 
VT-142 WE-39DY1 
VT-143 805 
VT-144 813 
VT-145 523 
VT-146 I1N5GT 
VT-147 1A7GT 
VT-148 1D8GT 
VT-149 3A8GT 
VT-150 6SA7 
VT-150A 6SA7GT 

VT-151 6A8G 
VT-151B 6A8GT 
VT-152 6K6GT 
VT-152A 6K6G 
VT-153 12C8 spec 


ah Commercial 
Number Number 
VT-154 814 
VT-155 spec tube 
VT-156 ‘ 
VT-157 . i 
VT-158 : 
VT-159 r . 
VT-160 : , 
VT-161 12SA7 
VT-162 = 12S]7 
VT-163  6C8G 
VT-164 1619 
VT-165 1624 
VT-166 371A 
VT-167 6K8 
VT-167A 6K8G 
VT-168A 6Y6G 
VT-169 12C8 
VT-170 1E5-GP 
VT-171 1R5 
VT-171A 1R5(loctal) 
VT-172 185 
VT-173 1T4 
VT-174 384 
VT-175 1613 
VT-176 6AB7/1853 
VT-177 ALH4 
VT-178 .s1LC6 
VT-179 1LN5 
VT-180* 3LF4 
VT-181 1724 
VT-182 3B7/1291 
VT-183 1R4/1294 
VT-184 VR-90/30 
VT-185  3D6/1299 
VT-186 spec tube 
VT-187 575A 
VT-188 "7E6 
VT-189 TF7 
VT-190 7H" 
VT-191 316A 
VT-192 TTA4 
VT-193 C7 
VT-194 TJ7 
VT-195 1005 > 
VT-196 6W5G 
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VT 
Number 


VT-197A 
VT-198A 
VT-199 
VT-200 
VT-201 
VT-201C 
VT-202 
VT-203 
VT-204 
VT-205 
VT-205A 
VT-207 
VT-208 
VT-209 
VT-210 
VT-211 
VT-212 
VT-213A 
VT-214 
VT-215 
VT-216 
VT-217 
VT-218 
VT-219 
VT-220 
VT-221 
VT-222 
VT-223 
VT-224 
VT-225 
VT-226 
VT-227 
VT-228 
VT-229 
VT-230 
VT-231 
VT-232 
VT-233 
VT-234 
VT-235 
VT-236 
VT-237 
VT-238 
VT-239 
VT-240 


Commercial 
Number 


5Y3GT/G 
6G6G 
6SS7 
VR-105/30 
25L6 
25L6GT 
9002 
9003 
HK24G 
6ST7 
5V4G 
12AH7GT 
7B8 
12SG7 
184 

6SG7 

958 
6L5G 
12H6 
6E5 

816 

811 
100TH 

kK 


250TH 
3Q5GT 
884 
1H5GT 
RK-34 
307A 
3EP1/1806P1 
7184 
8012 
6SL7GT 
350A 


CROSS INDEX OF ARMY VT NUMBERS AND COMMERCIAL NUMBERS 
Tube Listings by VT Numbers 


VT 
Number 


VT-241 
VT-243 
VT-244 
VT-245 
VT-246 
VT-247 
VT-248 
VT-249 
VT-250 
VT-251 
VT-252 
VT-254 
VT-255 
VT-256 
VT-257 
VT-259 
VT-260 
VT-264 
VT-266 
VT-267 
VT-268 
VT-269 
VT-277 
VT-279 
VT-280* 
VT-281* 
VT-282 
VT-283* 
VT-284 
VT-285* 
VT-286 
VT-287 
VT-288 
VT-289 


* Indicates VT number 


Number 


7E5/1201 
7C04/1203A 
SU4G 

2050 

918 

6AG7 
1808P1 
1006 

EF50 


12SH7 
12SL7GT 


canceled, 
** Obsolete. 


Commercial 
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WORLD’S RADIO TUBES 
(RADIO TUBES VADE MECUM) 


Characteristics of all existing radio tubes 
made in all countries. The world’s’ most 
authoritative tube book. All types classified 
numerically and alphabetically. To find a 
given tube is only a matter of seconds! Also 


complete section on 
base connections. $8.00 


“@ WA WORLD’S EQUIVALENT TUBES 
\ 
WASSER (EQUIVALENT TUBES VADE MECUM) 


All replacement tubes for a given type, both 
exact and near-equivalents (with points of 
difference detailed). From normal tubes to 
the most advanced comparisons. Also military 
tubes of 7 nations, with commercial , 

equivalents. Over 43,900 comparisons! $6.00 


yt 
AW? ‘\ WORLD’S TELEVISION TUBES 
(\ (TELEVISION TUBES VADE MECUM) 


Characteristics of all TV picture and cathode 
ray tubes. Also special purpose electronic 
tubes. Invaluable to technicians and 

all specialists in the electronic field. $8.00 


*Order from your favorite electronic parts distributor 
If he cannot supply, send us his name and your remittance, and we will supply; foreign, add 10% 


EDITORS and ENGINEERS, Ltd. Rtfgicurcucmeeriiiolaie 


Dealers: Electronic distributors, order from us. Bookstores, libraries, newsdealers order from Baker © 
Taylor, Hillside, N.J. Export (exc. Canada), order from H.m. Snyder Co., 440 Park Ave. So., N.Y. 1¢ 


CONVERT SURPLUS RADIO GEAR 
INTO USEFUL EQUIPMENT 


— 4 volumes give complete conversion data, 
including instructions, photos and diagrams 


SURPLUS RADIO CONVERSION MANUALS — 3 Volumes — $3.00 ea. 


Contain data which has become standard for the most commonly available surplus items. Each conversion shown 
yields a practical piece of equipment . . . proved by testing. 

VOLUME | — ARC-5; BC-221, 224, 312, 342, 348, 412, 453/455, 457/459, 624/625, 645, 696, 946B, 1068A/ 
1161A; PE-103A; SCR-211, 268/271, 274N, 522, 542, TBY: Electronic Surplus Index; Cross Index of A/N V.T. 
and Commercial Tubes. 

VOLUME II — AIC; AM-26; APS-13; ARB (Schematic only); ARC-5; ART-13; ATC; AVT-112A; BC-191, 357, 375, 
454-455, 457/459, 946B, 1206; GO-9: LM; R-26-27/ARC-5; R-28/ARC-5; SCR-274N: TA-12B/12C; TBW; 
T-23/ARC-5; Selenium-Rectifier Power Units; Simplified Coil-Winding Data; Surplus Beam Rotating Mechanisms. 
VOLUME Ii! — APN-1; ARC-5; ART-13; BC-191, 312, 342, 348, 375, 442, 453, 455, 456 to 459, 603, 624, 
696, 1066, 1253; CBY-52000 series; COL-43065; CRC-7; DM-34D; DY-8 or DY-2A/ARR-2; FT-241A; LM: MBF; 
MD-7/ARC-5; RM-52, 53: R-9/APN-4; R-28/ARC-5; RT-19/ARC-4; RT-159; SCR-274N series; SCR-508, 522, 
528, 538; T-15 to T-23/ARC-5; URC-4; WE-701-A. Schematics only: APA-10; APT-2; APT-5; ARR-2; ASB-5; 
BC-659; 1335A; CPR-46ACJ. 

THE SURPLUS HANDBOOK (Receivers and Transceivers) — $3.00 

VOLUME | — Schematic Diagrams and large photographs only — APN-1; APS-13; ARB; ARC-4; ARC-5 14 Uy 5) 
ARC-5 (V.H.F.); ARN-5; ARR-2; ASB-7; BC-222, 312, 314, 342, 344, 348, 603, 611, 624, 652, 654, 659, 669, 
683, 728, 745, 764, 779, 794, 923, 1000, 1004, 1066, 1206, 1306, 1335; BC-AR-231; CRC-7; DAK-3; GF-11; 
Mark Il; MN-26; RAK-5; RAL-5; RAX-1; SCR-522; Super Pro; TBY; TCS; Resistor and Capacitor Color Codes: Cross 
Index of A/N V.T. and Commercial Tubes. 


“Order from your favorite electronic parts distributor 
If he cannot supply, send us his name and your remittance, and we will supply; foreign, add 10%. 


EDITORS and ENGINEERS, Ltd. BSininluehnenicinie 


Dealers: Electronic distributors, order from us. Bookstores, libraries, newsdealers order from Baker & 
Taylor, Hillside, N.J. Export (exc. Canada), order from H.M. Snyder Co., 440 Park Ave. So., N.Y. 16. 
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RADIOTELEPHONE 
LICENSE MANUAL $5.75 


Helps you prepare for all U.S.A. commercial 
radiotelephone operator’s license exams. Gives 
the basis for a sound understanding of every 
pertinent subject. Complete study-guide ques- 
tions and answers in one volume. 


RADIO HANDBOOK —lIargest ever published. 
The comprehensive reference source on radio. 


Gives simplified theory . . . latest design data 
... more ‘‘How-to-Build’’ data than any book 
in-field 8° gam $8.50 


WORLD’S RADIO TUBES (Brans’ Radio Tubes 
Vade Mecum). World’s most authoritative tube 
BOG IGS Gacuia sesidetadle « <segeetabeetn ae whe $6.00 
WORLD’S EQUIVALENT TUBES (Brans’ Equiva- 
lent Tubes Vade Mecum). Over 32,900 com- 
parisons: =. ae ee , S..OG 
SURPLUS RADIO CONVERSION MANUALS | 
Practical conversions of most popular surplus 
equipment, in 3 volumes. Send stamped envel- 
ope for listofcontents. . . . . $3.00 
each 
®Order from your favorite electronic parts distributor. 


If he cannot supply, send us his name and your 
remittance, and we will supply; foreign, add 10%. 


EDITORS and ENGINEERS, Ltd. 
2 Summerland California 

iG Dealers: Electronic distributors, order from us. 

Bookstores, libraries, newsdealers order from Baker & 

Taylor, Hillside, N. J. Export (exc. Canada), order 

from H. J. Snyder Co., 440 Park Ave. So., N.Y. 16. 


Ea 


N EW (16th EDITION) 


RADIO HANDBOOK 


—clear, concise theory 
...extensive new 

data for designing, 
building, and operating 
radio equipment 


In the latest ‘‘Radio Handbook,”’ you get 
comprehensive data on every subject listed 
below, plus original new design and 
construction articles. The 16th Edition is 
thoroughly revised, and brought abreast 
of the latest in technical progress. 
Broadest coverage in the field . . . com- 
plete information on building and operating 
a tremendous variety of high-performance 
equipment items. All data clearly indexed. 
805 pages, all text, with hard covers. 


$9.50° ~-- 


at your distributor 


CONTENTS INCLUDE: AC & DC Circuits + VT 
Principles * Transistors & Semiconductors * VT 
Ampls * High Fidelity »* RFVT Ampls + Oscillo- 
scopes + Special VT Circuits * Radio Receiver 
Fundamentals * Energy Generation » R-F Feedback 
* Amplitude Modulation « FM & Radio Teletype 
Transmission * Sideband Transmission « Trans- 
mitter Design * TV & BC Interference + Transmit- 
ter Keying * Radiation, Propagation & Transmis- 
sion Lines * Antennas * HF Antenna Arrays ° 
VHF & UHF Antennas + Rotary Beams + Mobile 
Eqpt. Design & Install. » Receivers & Transceivers 
* Low Power Transmitters & Exciters * HF Power 
Ampls » Speech & AM Eqpt. « Power Supplies ° 
Workshop Practice + Electronic Test Equipment -« 
Radio Mathematics & Calculations 
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NEW AMPLIFIER DESIGNS 


Complete Grounded Grid Amplifier 

3-1000Z Linear Amplifier 

4CX1000A Amplifier 

813 Grounded Grid Amplifier 

7094 Amplifier 

Tri-Band Linear Amplifier 

KW-2 Amplifier (economy g-g circuit) 

4-400A General Purpose Amplifier 

Kilowatt All-Purpose Amplifier 

Transformerless 25-Watt Music 
Amplifier (Hi-Fi) 


NEW TRANSMITTER DESIGNS 


* 5O Mc. Transistorized Xmitter 

« 200-watt Deluxe Tabletop Xmitter 
* VHF Strip Line Amplifiers 

* “9TO”’ Electronic Keyer 


LATEST IN RECEIVERS 
AND TRANSCEIVERS 


* Bandpass Filter Receiver 

* 10-15 Meter Transceiver 

= 2-6 Meter ‘‘Siamese’’ Converters 
* Deluxe Mobile Transceiver 

= DX Communications Receiver 


All above units are modern in design, and 


free of TVI-producing problems. 


*Order from your favorite electronic parts distributor. 


If he cannot supply, send us his name and your 
remittance, and we will supply; foreign, add 10%. 


EDITORS and ENGINEERS, Lid. 


Summerland, California 
Dealers: Electronic distributors, order from us. 
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£2 Bookstores, libraries, newsdealers order from Baker & 
FO; Taylor, Hillside. N. J. Export (exc. Canada), order 
from H. M. Snyder Co., 440 Park Ave. So., N.Y. 16. 


